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PREFACE 

In the following pages an attempt has been made to cover, 
in condensed form, the various stages in the mechanical hand- 
ling and preparation of an ore for metallurgical treatment. 
Amalgamation, concentration, flotation, chemical solution, and 
smelting — ^by which either a metal or a mineral is extracted from 
an ore or concentrate — are considered as essentially metallurg- 
ical processes, deserving of specialized treatment, and outside the 
scope of the book. A line of demarcation between ore dressing 
and metallurgical extraction and recovery i^ proposed which, 
it is hoped, may be found acceptable, as aiding in the more 
precise interpretation of terms, and the better classification 
of data. 

Information and illustrations have been obtained from a 
variety of sources, and a bibliography is appended. Apprecia- 
tive acknowledgment is made to those mentioned, as well as 
to the publishers, and apologies are tendered to any whose 
names have been inadvertently omitted. 

The aim has been to supply a handy and practical vade-mecum 
for millmen and engineers. The author shares that fallibility 
which almost invariably characterizes an effort of this kind. 
He will welcome and appreciate constructive criticism and com- 
ment, and the disclosure of any errors that may be noticed. 

_ _ __ A. W • xx« 

New York, 
Dec. 1919. 
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EQUIPMENT AND PRACTICE 

SECTION I 

INTRODUCTION 

The extended ramifications of metallurgical practice and the 
increasing importance of specialized methods of extraction and 
recovery of metals and concentrates suggest the necessity for 
an acceptable definition of the phrase **ore dressing." The 
fundamental idea underlying the verb "to ^ess/' is "to put in 
good order" or "to make ready." A second sense, perhaps of 
wider and older appUcation in metallurgy, is "to cleanse from 
impurities," and a typical use of the term in this connection is 
seen in the phrase "the dressing of tin." Tin in this instance 
refers to the more important tin mineral, cassiterite, known as 
black tin. The dressing of graphite covers the operations in- 
volved in the preparation of the ore and the removal of the 
valueless material. The graphite is cleansed from associated 
impurities; hence the phrase, which has a definite meaning. 
"The dressing of minerals" has been defined^ as including "all ' 
operations that intervene between the extraction of a mineral 
from its natural deposit and its production in a condition ready 
for sale or for further use in the arts or manufactures." The 
treatise in which this definition is found covers crushing and 
aUied operations, as well as concentration. Amalgamation is 
considered a metallurgical operation, and so outside the scope 

1 



» • • • • • 

• • • •- • • 



iTAKD'SOdl^^OF ORE DRESSING 



• • • • • • • 



of the 'book. • *lli ftonimfeiifing 6n this it may be mentioned that 
various processes have become standard practice since the 
time when simple concentration of mineral was performed only 
by gravity methods; so much so that it is diflScult to maintain 
the distinction, or to suggest, for instance, that flotation is 
less of a metallurgical operation than amalgamation. It will 
be noted that there is no mention of ore. Without a radical 
modification in the accepted interpretation of the verb'^to dress/' 
the impracticability of a combination of the two words may have 
been realized. On the other hand, the phrase '* ore dressing '' was 
apparentlyadopted by a number of writers to cover all the dif- 
ferent processes involved in the dressing of minerals and metals. 

A recognized authority defines^ ''ore dressing'' as ''the prepa- 
ration of the ore for the smelter by mechanical means whereby 
the valuable minerals are concentrated into a smaller bulk and 
weight by the separation of some of the waste, or whereby two 
valuable minerals are separated from each other." A detailed 
criticism of this definition might result in an involved discussion 
as to acceptable interpretations of "ore" and "waste"; and 
the first difficulty in dealing with the phrase is encountered. 
To cleanse a mineral Uke graphite from impurities means the 
removal of non-graphitic material; and this is insured by a 
series of graphite-dressing operations. To cleanse an ore 
should necessitate nothing more than the removal of waste, 
as distinct from ore; and this is usually achieved by picking and 
washing, accompanied sometimes by primary crushing. Hence 
the need of explaining that, whereas "graphite dressing" means 
the dressing of graphite, "ore dressing" has been adopted to 
mean much more than the dressing of ore. 

A second definition then followed^ in which ore dressing was 
defined as "the process of mechanically separating and saving 
valuable minerals from the valueless material of an ore whereby 
its valuable minerals are concentrated into smaller bulk and 
weight by discarding some of the waste, or the process of mechan- 
ically separating two or more minerals, which combined have 
little value, into two or more products, each of increased value." 
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The various processes involved in the extraction and recovery 
of the valuable portions of an ore have specific designations. 
The problem is to know where to draw the line as to which of 
them is to be included in ore dressing. The treatises in which 
these two latter-mentioned defiliitions are found make especial 
mention of amalgamation and concentration as phases of ore 
dressing; but the definition would also include other specialized 
recovery processes. The same authority defines "coal dressing'' 
as 'Hhe removal from coal of the impurities which it always 
contains." This is a literal adaptation of one of the dictionary 
definitions of the term. If the interpretation ''to clfeanse from 
impurities" is to be taken as definitive of the verb ''to dress/' 
then the term "ore dressing" cannot logically be used to repre- 
sent operations such as graphite dressing, gold dressing or coal 
dressing. 

An alternative definition of ore dressing is inferred where the 
term is used* to refer to "the elimination of the waste portions 
of metallic ores by mechanical means and without the interven- 
tion of the chemical processes of solution, combination or pre- 
cipitation, or the employment of high temperatures except for 
roasting or drying." 

Sufficient evidence has been brought forward to show that 
there is a lack of professional agreement as to the meaning of 
the phrase. This leads to confusion, and prohibits proper classi- 
fication aUke of both ideas and data. The term "ore dressing" 
has been retained in connection with the reduction and treatment 
of ores, whereas the processes concerned have undergone exten- 
sive modifications and expansions. New methods and inven- 
tions have been adopted, more particularly in connection with 
the extraction and recovery of minerals and metals, for which 
new and appropriate designatory terms have become necessary. 
The fact that a number of these processes are still included under 
the many existing definitions of "ore dressing" is the cause of 
much confusion; and a reconsideration of the subject is pertinent. 
One noticeable result of the uncertainty as to the scope of the 
term is seen in the fact that it is now seldom used by practical 
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engineers when TO'iting on technical subjects. One of the most 
important papers, by A. P. Watt, published during 1917 was 
entitled ''Concentration Practice," whereas it referred largely 
to ore-dressing operations, as distinct from any specialized method 
of mineral separation or extraction. The result of the uncertainty 
that exists is that much valuable data are unsuitably indexed and 
cannot be found when needed. According to the "Engineering 
Index" authorities (1918), smelting is an ore-dressing operation. 

To define the scope of ore dressing logically and authoritatively 
in harmony with existing definitions is an impossibility. The 
published interpretations are so varied, and encroach, in many 
instances, on recovery processes, that a new departure is per- 
missible. A permanent and radical alteration in interpretation 
is preferable to an attempt to expand periodically the definition, 
so as to embrace or exclude new treatment processes; and it is 
suggested that the subject may be considered as "that branch 
of metallurgy covering the reduction or other mechanical han- 
dling of the ore whereby one or more products are obtained in a 
condition to be treated for the isolation of their valuable contents 
by amalgamation, concentration, wet-chemical, smelting, or 
other process of recovery." 

To summarize the contentions which have been advanced: 

1. There are two interpretations of the verb "to dress," one 
of which means "to cleanse from impurities." To remove waste 
from coal is termed "coal dressing;" and to remove gangue from 
graphite is termed "graphite dressing." The general adoption 
of the term in this sense would be too cumbersome, as indi- 
vidual designations would be needed in connection with the dress- 
ing of each metal or mineral. Interpreted in this way, the use 
of the word in conjunction with the word "ore," as "ore dressing," 
has led to confusion and inconsistency. 

2. The alternative meaning of the v^rb "to dress" is "to 
prepare" or "to arrange." In this sense it is most applicable in 
the present instance; and, in this treatise, ore dressing is a phrase 
used only to refer to those preliminary mechanical or semi- 
mechanical operations that precede or operate concurrently 
with a specialized method of extraction or recovery. 
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Overlapping of ore dressing with metallurgical extraction is 
inevitable, but as a general rule a fairly distinct line of demar- 
cation may be traced Examples of the simultaneous operation 
of ore dressing and extraction are seen when an ore is crushed in 
cyanide solution, or amalgamated in a grinding pan. Roasting 
occurs as an ore-dressing operation in the preparation of a sulpho- 
telluride ore for cyanide treatment, and as a method of extracting 
the metal in t|ie volatilization process. 

The treatment of the subject of ore dressing may be con- 
veniently considered under the following sub-sections: 

(i) Ore conveyance and storage, elevation, feeding, and sampling, 

(ii) Ore tonnage and moisture estimation, 

(iii) Theory of crushing, 

(iv) Roasting. 

(v) Screening. < 

(vi) Coarse ot medium crushing in jaw, gyratory, disc or other machines, 

(vii) Stamp milling." 

(viU) Ball milling, 

fix) Grinding in Chilean, Huntington, and similar types of mills, 

(x) Roll crushing. 

(xi) Regrinding or sliming in pans and tube-mills, 

(xii) Conveyance and elevation of ore pulp 

(xiii) Classification of ore pulp, 

(xiv) Thickening, settling, and de watering of ore pulp. 



SECTION II 

ORE CONVEYANCE AND STORAGE, ELEVATION, 

FEEDING AND SAMPLING 

Ore is generally Transported to the Rock Crusher in steel cars 
of various sizes and shapes, usually mounted on four-wheeled 
trucks. Rocker Side-Dump Cars are largely used for the handling 
of ore, and may be tipped at either side. Table I gives data with 



Stop 




Floor 
Level 




SIDE ELEVATION END ELEVATION 

Fig. 1. — Revolving tippler. 

reference to Round -Bottom Rotary Dump Cars. Gable Cars are 

useful in cases where it is preferable to tip on both sides of the 
track simultaneously. Railroad Dimip Cars are usually adopted 
for ore conveyance to large mills. 

A Revolving Tippler for ore cars is shown in Fig. 1. The 
apparatus consists of a framework, carrying rails connecting 
two points in the track, and mounted by tires and rollers in the 
manner shown. The empty car is pushed out by the incoming 
full car, and 'the framework is balanced to tip automatically, 
under control of a hand brake. 
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Table I. — Round-bottom Rotary Dump Cars for 18-in. Track* 



Capacity, 


Wheel 
Diam., Tread, . 


Wheel 
base, in. 


Dimensions of box 


Thick- 
ness of 
steel, in. 


Shipping 

weignt, 

lb. 


cu. ft. 


Length, 


Width, 


Depth, 




in. 


in. 




in. 


in. 


in. 






9 


10 


2H 


14 


36 


26 


18 


H 


650 


12 


10 


m 


16 


48 


26 


18 


^6 


725 


14 


10 


2H 


16 


48 


26 


21 


He 


750 


14 


12 


3 


16 


48 


26 


21 


^6 


875 


16 


10 


2H 


16 


48 


26 


24 


He 


770 


16 


12 


3 


16 


48 


26 


24 


H, 


900 


18 


10 


2H 


16 


48 


28 


24 


Ho 


790 


18 


12 


3 


16 


48 


28 


24 


He 


920 


20 


12 


3 


16 


48 


30 


24 


He 


930 


24 


12 


3 


16 


48 


36 


24 


He 


970 


27 


12 


3 


18 


54 


36 


24 


He 


1000 


30 


12 


3 


18 


60 


36 


24 


He 


1040 


32 


12 


3 


18 


60 


36 


26 


He 


1075 



Ore Bins are designed either with flat or sloping bottoms., 
Flat-bottomed bins are favored by those who maintain that the 
design allows for an accumulation of **dead'' ore for use in the 
event of an emergency. Sloping-bottomed bins are generally 
to be preferred and should be designed of a capacity to allow for 
any reasonable delay due to temporary stoppage of mine opera- 
tions, the necessity for making rock-breaker repairs, or other 
emergencies. Large ore bins that will empty without the aid 
of hand labor are almost invariably a satisfactory investment. 
The slope of the bin bottom should be about 45 degrees. 

Steel Ore Bins are generally made in one of two types, viz. : 
(a) having steel framework supporting comparatively flat 
sides and bottom plates, and (6) cylindrical bins, which are 
of simpler and cheaper construction. Height, in the latter type, 
is out of proportion to capacity, but this objection is counter- 
balanced by the fact that, if properly designed and stiffened, 
a series of these cylindrical bins will serve as adequate support for 
a light railroad. 

The Erection Expense and Cost of Materials of sloping-bottom 
ore bins are considerably more than with flat-bottomed bins. 
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There is also a higher cost due to increased wear and the necessity 
for the frequent renewal of steel plate or other lining. 

The Approximate Specific Gravities and Weights Per Cubic 
Foot of various rocks and other materials handled in ore-dressing 
operations are given in Table II. 

Table II. — ^Approximate Specific Gravity and Weight of Various 

Substances* 



Earth, etc., excavated 

Clay, dry 

Clay, damp, plastic. 
Clay and gravel, dry 
Earth, dry, loose... . 
Earth, dry, packed. . 
Earth, moist, loose. 
Earth, moist, packed 
Earth, mud, flowing 
Earth, mud, packed. 
Riprap, limestone. . . 
Riprap, sandstone. . 

Riprap, shale 

Sand, gravel, dry, loose 
Sand, gravel, dry, 

packed 

Sand, gravel, wet 



Excavations in water 

Sand or gravel 

Sand or gravel and clay 

Clay 

River mud 

Soil 

Stone riprap 

Coal, coke, etc. 

Anthracite 

Bituminous, lignite . . . 

Peat, turf 

Charcoal 

Coke 



Sp. gr., 
av. 



Av. 

wt. 

per 

ou. ft. 



.0 

.76 

.6 

.2 

.5 

.3 

.6 

.1 

.8 

.35 

A 

.7 

.55 

.75 
.9 



0.96 
1.00 
1.2S 
1.44 
1.12 
1.00 

0.84 
0.75 
0.37 
0.20 
0.44 



63 

110 

100 

76 

95 

78 

96 

108 

ns 

82 

90 

105 

100 

110 
119 



60 
65 
80 
90 
70 
65 



53 
47 



Minerals 

Asbestos 

Bary tes 

Basalt 

Bauxite 

Borax 

Chalk 

Clay, marl 

Dolomite 

Feldspar, orthoclase . . . 

Gneiss, serpentine 

Granite, syenite 

Greenstone, trap 

Gypsum, alabaster 

Hornblende 

Limestone 

Marble 

Magnesite 

Phosphate rock, apatite. 

Porphyry 

Pumice 

Quartz, flint 

Sandstone, bluestone. . . 

Shale, slate ' 

Soapstone, talc 



Sp. gr., 
av. 



Av. 

wt. 

per 

cu. ft. 



Quarried, piled 
Basalt, granite, gneiss. .... 
Limestone, marble, quartz . 



23 TSandstone , 
12 

28 



Shale 

Greenstone, hornblende. . 



2.45 

4.5 

3.0 

2.55 

1.75 

2.2 

2.2 

2.9 

2.55 

2.55 

2.8 

3.0 

2.55 

3.0 

2.66 

2.65 

3.0 

3.2 

2.75 

0.62 

2.65 

2.35 

2.75 

2.7 

1.5 
1.5 
1.3 
1.5 
1.7 



153 
281 
184 
159 
109 
137 
137 
181 
159 
159 
175 
187 
159 
187 

166f 
165 
187 
200 
172 
40 
165 
147 
172 
169 



96 
96 
82 
92 
107 
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Screw Spiral Conveyors may be used for the transference of ' 
ground ore from one part of the mill to another, or in connection 

with the feeding of this material to fine^irinding or other ma- - 

ohinery. The wear is usually considerable, and the cost of main- ( 

tenance higher than with other types. It is a suitable system , 




Fio. 2. — Piuh conveyor for ground ore.' 

for the conveyance of ore after roasting. A 6-in. diameter 
spiral at 120 r.p.m. will convey about 120 cu. ft. of material 
per hour. A 9-in. spiral at 100 r.p.m. will convey about 400 
cu. ft. in the same time. 

Details of a Push Conveyor are given in Fig. 2. The fine ore is 
fed by this contrivance to a Merton-furnace feed channel. The 
stroke, effected by means of a crank at the head of the conveyor 
and operated and controlled by suitable gearing, is 18 in. and 
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the frequency 20 per minute. The wearing faces consist of 13- 
gauge renewable steel plate. Several other classes of push con- 
veyors are available, but have no wide application. 
t Beit Conveyor Data will be found in Table III. The same 
authority (C. Kemble Baldwin) gives the following formulEe 



Fio. 3.— Conlinuoua buctet elevator. 

for power consumption, where C equals the power constant; 
T the load in tons of 2000 lb. per hour; H the vertical height the 
material is lifted in feet, then: 

for level conveyors h.p. = C T L /lOOO 

for inclined conveyors h.p. = (C T L/IOOO + (7" ///lOOO) 

CoQveyoT Belt Wear may be reduced in the case where the 
material is fairly dry and contains an evenly distributed quantity 
of fines by placing a small grizzly in the feed chute to form a bed 
on the belt to receive the coarser portions of the ore. 

A Continuous Bucket Elevator, suitable for raising broken 
ore, is shown in Fig. 3. -Table IV gives sizes and capacities. 
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Intermittent Bucket belt-and-bucket elevators are in common 
use. Table V gives details of their operation, either with broken 
ore or mill pulp. 

Table IV. — Continuous-bucket Elevator Data* 



Maximum 

capacity of 

elevator in 

tons per hour 


Length be- 
tween centers 
of head and 

foot shaft, . 
ft. 


Sixe and gauge 
of buckets, in. 


Width 

of belt. 

in. 


Total 
weight, lb. 


1 
R.p.m. 
pinion 
shaft 


R.p.m. 
head 
shaft 


30 


30 


9X 9 No. 16 


10 


3400 


171 


32 


60 


'30 


13X10 No. 14 


14 


4900 


197 


32 


80 


30 


15X11 No. 14 


16 


5900 


154 


27 


120 


30 


18X13 No. 12 


20 


6300 


131 


23 


200 


30 


24X14 No. 12 


26 


8100 


135 


21 


325 


30 


30X17 No. 10 


32 


8500 


123 


19 


450 


30 


36X18HNO. 7 


38 


9600 


109 


19 


600 


30 


42X19 ^6 in. 


44 


10600 


112 


19 


700 


30 


48X20 Kein. 


50 


11500 


112 


19 
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Standard Vertical Mill Elevators {continued) 
Capacities and Horse Power 



Capacities: 20 cu. ft. of ore = 1 ton 



Siae of , Cap. of 



Dry material. ' Dry material, L°'*£i;!."h?,ToV« 
buckets K full I buckets H fuU I P*' ^If fia? 



H.p. required, 
buckets full 



in. 


cu. in. 


Cu. ft. 

per 

hour 


Tons 

per 

hour 

6.4 


Cu. ft. 

per 

hour 


Tons 
per 
hour 


Water 3. 
mineral 1 


Water 5. 
mineral 1 


Up to 

36-ft. 

centers 

1.0 


35-ft. to 

60-ft. 

centers 


6 


55 


168 


192 


■ 

9.6 


2.4 


1.6 


2.0 


' 8 


115 


268 


13.4 


402 


20.1 


5.0 


3.3 


2.0 


3.5 


10 


204 


474 


23.7 


711 


35.5 


8.9 


5.9 


3.5 


6.5 


12 


332 


770 


38.5 


1155 


57.7 


14.4 


9.6 


6.0 


10.0 


14 


391 


906 


45.3 


1359 


67.9 


16.9 


11.3 


7.5 


12.5 


16 


467 


1082 


54.1 


1«23 


81.1 


20.2 


13.5 


8.5 


15.0 


18 


500 


1158 


57.9 


1737 


86.8 


21.7 


14.4 


9.5 


16.0 


20 


560 


1292 


64.6 


1938 


91.9 


24.3 


15.3 


10.0 


17.0 



Buckets are spaced 18 in. apart. 
Speed of belt 300 ft. i>er minute. 
Horse powers indicated include 5 per cent, for friction. 

Speed, Capacity, and Size of Bucket Elevators, according to 
Robins practice, may be found from the bucket-elevator chart 
given in Fig. 5. To find the h.p. required to operate a vertical- 
bucket elevator, multiply tons of ore and water per hour by lift 
in feet and divide by 500. The figure obtained includes an 
allowance of 100 per cent, of useful work for friction. To find 
the proper size of a bucket elevator for a given tonnage or volume 
of material per hour and given weight per cubic foot, commence 
at left of chart with tons per hour and follow across to diagonal 
line showing weight per cubic foot, thence down to diagonal 
line representing the desired speed of elevator, thence across to 
the right until the diagonal showing the desired spacing of 
buckets is reached. At the bottom, directly below this inter- 
section, is found the required capacity of bucket in cubic inches. 
If the hourly capacity is given in cubic feet, commence at the 
top of the chart and follow down until the desired speed line is 
found, thence across to spacing as before. The heavy line is an 
example showing that 65 tons per hour of a material weighing 
50 lb. to the cubic foot, with a belt speed of 175 ft. per minute, 
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SIDE VIEW 
Fig. 4. — Belt-and-bucket elevator. 
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and 21-iii. bucket spacing, will require a working capacity of 
740 cubic inches. 

Belt-Elevator Speeds for pulleys of variouB diameters may be 
calculated from the chart given in Fig. 6. Width and Ply of 



Fio. 5. — Buok«t elevator chart.' 

Belting used in connection with belt-and-bucket elevator opera- 
tion are given in Table VI. 
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Table VI. — Width and Ply of Belting Used in Belt Elbvatobs '" 



Height 


£;. 


■R«o.™.a«. 


.»S. 


ft. 


^t. 


"srn?- 


EO. Xo 


20 


24 


30 


5 


80 


60 


84 


12 


30 


30 


36 


6 


90 


66 


96 


12 


40 


36 


48 


7 


100 


72 


108 


14 


50 


42 


54 


8 


120 


84 


120 


16 


60 


4fi 


60 


10 


140 


96 


132 


18 


70 


54, 


. 72 


10 


160 


108 


.« 


20 



Fio. 6.— Belteleva 






IS pulley diameters." 



Power for Belt-and-Bucket Elevators ia usually applied 
through gearing, as shown in Fig. 7. Take-up Boxes (Fig. 8) 
are uaed to allow for the stretching of the belt, and obviate the 
necessity for frequent shut-downs on this account. The Feed 
should be delivered into the ascending buckets, and not into the 
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boot of the elevator. Crowned Pulleys are to be preferred, and 
the top (driving) pulley may be lagged with a single layer of 
belting. 



Feed Control of Ore to Chutes leading to crushing or breaking 
machinery is regulated by means of gates. Figures 9 and 10 il- 





lustrate the various types in common use. The rack gates are 
often fitted with countor weights. The sector gate (Fig. 10) ta 
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cloaed by raifliog it, by meauB of a hand lever, through the stream 
of ore. WheD full open the back of the gate forms a section of 



the chute bottom. Leakage of fines is liable to occur with this 
type because the joints are in the bottom of the chute. 




Hand Feeding for Primary Crushers is generally practised in 
small or medium-sized mills, where it is the usual duty of the 
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feeder-man to reduce the size of the exceptionally large lumps 
and also to remove hammer heads, steel, or dynamite which 



Flo. II. — Griaily oonveyor," 



PiQ. 12. — Bor-type traveling griMly.'* 

would cause damage if allowed to remain with the ore. With 
large mills the problem of primary ore breakage is simplified, 
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because the capacity of the plant demands the erection of a 
crusher or crushers of a dimension suitable for the coarsest rock 



Pro. 13. — Revolving-disc eruzlyfeeder. " 



usually received from the mine. Magnets or magnetic pulleys 
are frequently used to remove steel from crushed ore feed. 




SIDE ELEVATION 
l<'iu. 14.~Plun|ier feeder lor ■ 



The Chain Grizzly Conveyor illustrated in Fig. 11 acts as 
the feeder to a large crusher at the Rowe Mine, Riverton, Minn. 
The pockets on alternate driving sheaves are arranged so that 
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adjacent chains travel at different speeds. Masses of agglom- 
erated fine ore are therefore broken up en route to the crusher, 
the fines falling to the ore bin beneath. Stationary longitudinal 
bars placed between the chains tend to assist 'the work of screen- 
ing, and insure a finer undersize. 

The Bar-Type of Traveling Grizzly (Fig. 12) is used for feed- 
ing crushers. Pieces of ore that become wedged between the 
bars are automatically released with the oversize, as the bars 
open up when passing over the sprockets. 

The Revolving-Disc Grizzly Feeder illustrated in Fig. 13 
makes possible the bypassing of fines and the efficient separa- 
tion of coarse material with a mini- 
mum of fall. The feeder illustrated 
is used in connection with coarse 
crushers. 

The Plunger Feeder for Coarse Ore 
(Fig. 14) is suitable for the auto- 
matic feeding of mine rock up to 
10 in in diameter from chute of 
storage bin into rock crusher or con- 
veyor. Rate of feed is adjusted by 
varying the length of the eccentric 
„ . . „ „ , , ,. stroke or by an alteration in the 

Fio. 15.— Roll feeder." ■' 

speed. 

In Roll Practice it is essential that the feed should be evenly 
distributed over the whole width of the rolls. Short conveyors 
are sometimes used for this purpose. 

Roll Feeders (Fig. 15) are chiefly used for a comparatively 
fine product. They operate on much the same principle as the 
Challenge feeder and are fitted with a vertical friction disc. 
Feeders of this type have also been successfully installed for 
feeding mine rocjc to large primary crushers. 

Excessive Damage to Belt Conveyors invariably occurs when 
no feeder is interposed between breaker or bin, and conveyor. 
The apron type of feeder suitable for this purpose is shown in 
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Fig. 16. This feeder may also be used to feed crushers from 
bins containing mine rock. 



Fio. 16, — Feeder for belt ci 



Fic. 17. — Suspended Challenge nre feeder." 

Stamp-Mill Feeders of the Challenge Type (Figs. 17, 18, 
and 19) are largely used, in spite of the inherent defects of design 
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iD the older patterns. Extensive repair and renewal work < 
feeders of this kind is usually unavoidable. 



IV 



Fic. 18^— Movable Challenge feeder." 
The Monkey-wrench Feeder (Fig. 20) operates on the prin- 
ciple of the spanner referred to. - The revolving disc and station- 
ary guide, features of the ordinary Chal- 
lenge type, are retained. No gears are 
used, and in place of the usual pawl 
and ratchet a large modified monkey 
wrench operates on a secondary disc 
placed below and attached to the main 
feeder disc. 

The Plunger Feeder {Fig. 21} is espe- 
cially suitable for handling crushed 
material. It is operated by means 
of an adjustable eccentric, and can 
therefore be regulated to suit estimated requirements. This 
type of feeder is available for any class of crushing or 
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Fig. 20. — Monkey-wrench Challenge feeder." 
■ -SB'it tlH >j 




Fio. 21. — Pluufer feodOT." 
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lining machine where construction or operation doea not pennit 
of automatic adjustment limiting 
the output from the feeder in ac- 
cordance with the requirements of 
the milUng machine. A design show- 
ing plunger feeder arrangement with 
direct connection to bin bottom is 
shown in Fig. 22. 

An Automatic Feeder designed for 
use with Tremain stamps is shown 
in F^. 23. The moving part of the 
feeder has a surface which sustains 
but a small part of the weight of ore, 
the remainder being carried by the hopper. Only a Ught stroke 




Fio. 22.— Plunger feeder it 



Pio. 23. — OateB 



is necessary, and the feeder is attached directly to the stamp 
mortar boK- 



ORE CONVEYANCE AND STORAGE 



27 



To 4 Stamp Batter y. 




Fig. 24. — Shovel feeder. ^^ 




Fig. 25. — Shaking feeder. ^^ 



28 HANDBOOK OF ORE DRESSING 

Id the Shovel Feeder, shown in Fig. 24, a, projection from the 
falling stamp throws the boot backward. The counterweight 
then carries it forward. The combination produces a feeding 
motion similar to hand shoveUng. 

The Shaking Feeder (Fig. 25} may be adjusted to give an 
almost continuous flow of crushed ore. This type of feeder is 
often erected from scrap, and operated by means of a discarded 



FiO. 26.— Ballow battery feeder." 

Wilfley or other concentrator- table head motion. In larger 
sizes this type has been used as a crusher feeder for coarse ore. 
Bumper-Plate Feeders are largely used for the mixed feed 
delivered to ball mills. West Australian practice gives the 
following data: 

Size ot feeder 6 ft. 6 in. long 

2 ft. wide at top 

1 ft. 3 in. wide 

at bottom. 

Inclination 13 deg. to the horizontal. 

Stroke 2 in. 

Frequency 41 per minute. 
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Adjustment of stroke regulates amount of feed. 
Bumper-Plate Feeders of the Ballow type (Fig. 26) operate 
by means of a feeder tappet striking a triangular projection 




— Tube-mill feeder." 



from a suspended feeder plate. The width of projection en- 
gaged by the feeder tappet regulates the jar and, consequently, 
the feed supply. This type of feeder is especially suitable for 



Fio. 28. — Triple spiral feeder, 

dry-ore feeding to stamp batteries, is of simple construction, 
adjustable operation, and requires the minimum of attention 
and repair. 
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Tube-Mill Feeders are usually of the spiral type (Fig. 27) and 
are bolted direct to.ilie trunnion. Ample dimension to allow 
for the passage of large pebbles should be provided, the cutting 
edge of the spiral should be faced with a renewable steel plate, 
and the front of the feeder should have a removable disc per- 
mitting examination of interior of the mill as well as of the 
trunnion liners. 

Ball Mills, other than with peripheral discharge, are usually 
fitted with spiral feeders of the tube-mill pattern, or the type 



Fio. 29.- — Combination triple spiral feeder, 

illustrated in Fig. 28. This latter type may also be arranged as 
a combination feeder in which the pulp may be delivered centrally, 
and the scoops reserved for feeding the pebbles or balls used aa 
grinding media (Fig. 29). The triple-type spiral feeder is suit- 
able for large-tonnage ball-mill practice, 

ORE SAMPLING 

No l<%iGal attempt can be made to adhere to theoretical limi- 
tations in practical ore-sampling work. When ores are being 
purchased an agreement between buyer and seller in the matter 
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of sampling is the primary consideration. In all metallursical 
plants efficient sampling is an imperatively necessary phase of 
operations. 

All Ore-Sampling Methods must involve bulk reduction by 
stages. Systematic conmiinution and thorough mixing are 
necessary, and both of these steps should preferably be taken 
before each cutting or spUtting operation. . 

Suitable Weights to be Taken in Sampling Ore are indicated 
in Table VII. These figures, are based on the assumption that 
the weight taken should be proportional to the square of the 
diameter of the largest particle. 

Table VII. — Weights to be Taken in Sampling Ores* 



Weight 


Very low- 
grade or 
very uni- 


Diameter of largest particle 




Grams 


Lb. 


Low-grade 
or uniform 


Medium ores, 

mrn 


Rich or 
spotted 


Very rich 
or very 
spotted 






form ores, 


ores, mm. 


■11 


i*A* 


ores, mm. 


ores, 




20,000 


mm. 
207 


114 




• 


31.6 


mm. 

1 




76.2 


50.8 


5.4 




10,000 


147 


80.3 


. 53.9 


. 35.9 


22.4 


3.8 




5,000 


104 


56.8 


38.1 


25.4 


15.8 


2,7 




2,000 


65.6 


35.9 


24.1 


16.1 


10.0 


, 1.7 




1,000 


46.4 


25.4 


17.0 


11.4 


7.1 


1.2 




500 


32.8 


18.0 


12.0 


8.0 


5.0 


0.85 




200 


20.7 


11.4 


7.6 


5.1 


3.2 


0.54 




100 


14.7 


8.0 


5.4 


3.6 


2.2 


0.38 




50 


10.4 


5.7 


3.8 


2.5 


1.6 


0.27 




20 


6.6 


3.6 


2.4 


1.6 


1.0 


0.17 




10 


4.6 


2.5 


1.7 


1.1 


0.71 


0.12 




5 


3.3 


1.8 


1.2 


0.8 


0.5 






2 


2.1 


1.1 


0.76 


0.51 


0.32 






1 


1.5 


0.8 


0.54 


0.36 


0.21^ 






0.5 


1.0 


0.57 


0.38 


0.25 


0.16 




90 


0.2 


0.66 


0.36 


0.24 


0.16 


0.10 




45 


0.1 


0.46 


0.25 


0.17 


0.11 




■ 


22.5 


0.05 


0.33 


0.18 


0.12 








9 


0.02 


0.21 


0.11 










4.5 


0.01 


0.15 












2.25 


0.005 


0.10 


1 











I 
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A Sample-Cutting and Reducing Plant is seldom necessary 
except where the ore is being purchased on assay content by the 
miUing company, or in the case where subsequent milling opera- 
tions prohibit the taking of a sample after secondary crushing. 
In the majority of mills what is generally known as a "battery- 
feed sample" is taken periodically from the stream of broken ore 
entering the milling machine. In some cases it has been found 
possible to hinge a chute, which may be interposed between feeder 
and mill and across the flow of ore, and so periodically deflect 
a representative sample for further reduction. 

Sampling Practice in Custom Mills varies widely, but it is 
generally considered necessary to reduce the ore to a uniform 
size of 2i^ in. before any cutting is made. About 20 per cent, is 
then cut and reduced to ly^ in. A further 20 per cent, is cut 
from this and reduced to 1 in. An additional 20 per cent, is then 
cut and reduced to 3^^ in. The final 3^^-in. sample is cut accord- 
ing to its bulk, reground to about }^^ in., again cut, reground to 
J^^o i^> ^'iid finally cut to produce about a 3-lb. sample. The 
latter is spUt according to requirements, and further reduced 
with small equipment in the assay office. 

General Mill Sampling is best effected after secondary crush- 
ing. The ore is mixed, the flow is more even, and facilities for 
sampling are generally better. The value of such sampling is, 
of course, invaUd if the ore is being milled in a solvent of one of 
the metals for the recovery of which the operations are being 
conducted. MilUng gold or silver ores in cyanide solution, and 
the inevitable admixture, before secondary crushing, of ore, 
valuable metal in solution, and an active solvent, precludes the 
possibiUty of effective sampUng after the ore is wetted. 

Automatic Ore-Pulp Sampling, as distinct from splitting or 
dividing, consists of removing a definite proportion of the ore 
stream either continuously or intermittently, by deflecting the 
whole stream momentarily, or by passing a cutter across the 
stream (see Fig. 30). 

Automatic Sample Bulk Reduction may be accomplished by 
means of machines known as "splits'' or dividers. These 
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divide the sample into two or more equal and representative 
portions, of which one or more may be discarded. The same 
machine may be used to produce duplicate or triplicate samples. 
The principle of the Jones sample divider will be understood 




Pio. 30. — Water-actuated pulp Bsmpler." 

on reference to Fig. 31. Dimensions are according to size of 
material and capacity required. 

Mass Reduction in Hand SampUog by what is known as 
Coning and Quartering is not essential, neither is it so satis- 
factory as is generally supposed. The labor involved is consider- 
able, and intelligent operation or skilled supervision is necessary. 
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Best results are obtained by using a large mounted funnel to 
form the cone, but even then the apex, of soft material, is liable 
to collapse at intervals and seldom distributes itself evenly. 
By shoveUng from one spot to another and by rejecting alternate 
shovelfuls the reduction in bulk may 
be accomplished satisfactorily with 
minimum labor and in a much shorter 
time than by coning and quartering. 

Automatic Crushing and Sampling 
may be carried out in one machine, 
such as the Clift. In this* apparatus 



stream of 
Ore £ntering 
[Top of Machine 




Btreatn of 
Ore from 
Top Soils 







Stream of 
^ Ore from 
Middle Boll! 



Bejections 

Stream of 

Ore after 

Final Cmahing 



Fig. 31. — Jones split or sample divider. 

the stream of ore is divided four times, 
taking a 20 per cent, cut at each opera- 
tion, and is crushed three times. The 
final sample is screened automatically Fig. 32.— Diagram iiius- 

and thp ovpt^izp is ppfiirnpH for fur- trating operation of Clift auto- 
ana tne oversize is returned lor lur- matic sampler and crusher.^* 

ther reduction. A diagram illustrating 

the operation is shown in Fig. 32. By preceding this apparatus 
with a large crusher, and by cutting the main stream of ore 
and sending a proportion to a smaller crusher or rolls, the 
product from the latter may be sent to the sampling and crush- 
ing machine described above. 
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Single- and Double-Cut Veziu Samplers are illustrated in Fig. 
33, from which the principle of the apparatus can be easily under- 
stood. Width of cutter opening in relation to maximum-sized 
particle in ore stream should be ample, and speed should be well 
below the point tending to hold the ore at the periphery of the 
cutter by centrifugal force. 



Sampling of Sand in situ in leaching or collecting vats is 
usually done with an auger bit. A clean core may be obtained 
at selected points provided the sand is sufficiently damp to 
cohere. Sampling of ore in dumps is done by trenching at 
intervals across the whole width, and sampling the exposed 
faces at regular distances apart. 



SECTION III 

ORE TONNAGE AND MOISTURE ESTIMATION 

Weighing of Ore i8 usually performed in trucks with some type 
of platform scale. In cases where actual weighing is not practised 
it is customary to estimate ore weight by calculation of car 
tally and average. The result is an approximation only. TJnder- 
or over-filling of the cars, error in recording numbers, and varia- 



Fio. 34. — Automatic platform weighing scale." 

tion in content, resulting in above- or below-normal weights, 
are among the factors influencing the correctness of result. 

The Automatic Recording of Ore Weight can be accomplished 
by means of an apparatus attached to any system of ore convey- 
ance. Figure 34 shows an arrangement automatically to weigh 
and record weight of ore in cars passing a certain point. Figure 
35 gives a sectional view of a machine recording the weight of 
ore traveling on a belt conveyor. The latter type of apparatus 
is available for use in connection with bucket, pan, or apron 
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conveyors, or cable tramways, as well as horizontal or inclined 
belt conveyors; and an accuracy of 99 per cent, is guaranteed. 

The correct Moisture Percentage in Unground Rock is difficult 
if not impossible to determine, although commonly attempted. 
Water occurs in ores as hygroscopic moisture and also as water 
of crystalhzation. True ore weight should include the latter 
but should exclude the former. In estimating moisture it is 



Front sheet of weigh tometer 

' necessary to follow precise laboratory methods. Over-heating 
may drive off water of crystallization, and under-heating may 
result in the retention of hygroscopic moisture, and error in 
statement. Estimation of moisture percentage by weighing 
before and after heating to an indefinite temperature for an 
indefinite time results in an approximation only, and should be 
considered as such. 
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Estimation of Moisture in Ground Ore is made by selecting 
a sample without loss of time or undue exposiu'e to the air. An 
appropriate amoimt is weighed, and kept at an even temperature 
of kbbut 110°C. for several hours, and until further heating 
results in no appreciable reduction in weight. The sample 
should be cooled in a desiccator before being weighed. 

The Quantity of Material Needed for Moisture Estimation 
varies inversely as to the degree of uniformity with which the 
moisture is distributed. Approximations of moisture content in 
unground ore are generally made by drying an occasional carload. 
Moisture content in wet sand or dmnp tailing is usually calculated 
from a 100-gm. sample. Pulp samples for tonnage or moisture 
estimation are generally measured and weighed in a 1000-c.c. 
flask, and the required figures calculated from tables, without 
drying the sample. 

Clay and Clayey Ores may carry a high percentage of hygro- 
scopic moisture without appearing damp to the sense of touch. 
A considerable amoimt of hygroscopic moisture may remain 
after heating to 100° C, whereas water of crystalHzation may 
be expelled and the chemical and physical composition of the 
mineral may be altered by heating above 110° C. 

The Specific Gravity of an ore is determined by weighing a 
portion of the dry, ground material and transferring this to a 
flftwk of dofinitc cubic content. The flask is then filled with 
Wtttor t(» tho mark and weighed. Then if: 

,1 -^ woight of dry ore, 

// —- weight of flask, ore, and water to mark, 

f * ^ vvoight of flask and water to mark, 

l«ijin«»l(l(i gmvity of tho ore = weight of ore -^ weight of water 
it diwphioeiH - A/[(C + A) - B] 

Tha Estimation of Ore-pulp Tonnage is made, in most instances, 
by diroot weighing and calculation, from a small sample. It 
i^ necessary to know the weight of imit volmne, or the specific 
gravity of tho pulp, and also the specific gravity of the ore 
comprising the solid material present. The calculation of dry 
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tonnage can then be made in several ways by means of the 
formulae contained in Table VIII or from the actual equivalents 
in Table IX. 

Table VIII. — Oke-pulp Tonnage FoRMULiE^a 

• 

d = specific gravity of dry solid (ore, sand, or slimc). 
p = specific gravity of pulp (mixture of water, ore, etc.) 
S = per cent, by weight of dry solid in pulp. 

= grams in 100 grams, tons in 100 tons, etc. 
R = water ratio in pulp. 

= tons water per ton dry solid. 

= grams water per gram solid. 
V = volume per cent, of solid in pulp. 

= cubic centimeters in 100 c.c. 

— cubic feet in 100 cu. ft. pulp. 
F — solid factor. 

= grams solid in 100 c.c. pulp. 
. = tons solid in 100 fluid tons, or 3200 cu. ft. pulp (approx.) 

= av. ounces in 0.1 cu. ft. pulp (approx.). 
K = constant for any particular solid, used to facilitate calculation antl 
depending on the specific gravity of the dry solid. 

Values op K for Solids of Known Specific Gravity 



Specific gravity 
of dry solid d ' 



Values of 
lOOd 



Values of 
27K 



Values of 
100 d - 1 

K '" d 





2.2 


183.3 


4950 


, 0.545 




2.3 


176.9 


4780 


0.565 




2.4 


171.4 


4630 


0.583 




2.5 


166.7 


4500 


0.600 




2.6 


162.5 


4390 


0.615 




2.7 


158.8 


4290 


0.630 




2. -8 


155.5 


4200 


0.643 




2.9 


152.6 


4120 


0.655 




3.0 


150.0 


4050 


0.667 




3.1 


147.6 


3985 


0.677 




3.2 


145.5 


3930 


0.687 


• 


3.3 


143.5 


3875 


0.697. 




3.5 


140.0 


3780 


0.714 




4.0 


133.3 


3600 


.0.750 




5.0 


125.0 


3375 


0.800 




6.0 


120.0 


3240 


0.833 
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lOOd 



K 



d-l 

p Sp 



l-R(p- 1) Sp - 100(p - I) 
R + 1 .100 K 



a a 

„ 100 ^ 100d(p - 1) ^ iS:(p - 1) 
« + 1 p(<i - 1) p 

1-^ 
d-p _ p 100 - ^t 100 , lOOp 

""d^p-l)-p-] S S K(p-1) ^- 

;..Sp = i^ = i«Hz^)=i.(p-l). 

V.^ = ^=l^(^).(^_,00)(p-1). 

F 
Volume percentage of water in pulp = 100 — V = 100 "■ ^3 = 

Tons dry solid per 100 tons water = -5- = ^^^ _ „ 

100d(p - 1) 
d — p 

•ni J X X • ij t X ivj 100 100 R + 1 

Flmd tons to yield 1 ton solid = -=r = ^-7 tt = 

Sand Tonnage in situ in a leaching or collecting vat is calcu- 
lated by allowing a box of 1-cu. ft. capacity to fill with the 
vat. After drainage of excess moisture, the box and contents 
are weighed, preferably in the vat by means of a steelyard. 
A sample of the sand is reserved for immediate moisture 
determination, a deduction is also made for the weight of the 
box, and the vat contents are finally calculated from the net 
weight of the cubic foot of sand and the volume of the vat as 
filled. 
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THEORY OF CRUSHING 



The Statement of Crushing Result in terms of mecnamcal 
values must be based on some law defining the ratio between 
work* required or done and reduction in dimension resulting. 
Much controversy on this point has occurred, and two laws, 
those of Kick and Rittinger, have been the subject of criticism 
or support. 

Rittinger's Law states that the work of crushing is proportional 
to the reduction in diameter resulting. Richards' interpreta- 
tion is identical, but may be stated 
differently, viz.: that the work done is 
proportional to the surface exposed. 
By referring, to Fig. 36, represent- 
ing a 1-in. cube, it will be seen 
that the surface area is 1 [6(1 X 1)] = 
6 sq. in. If this cube is divided into 
3^-in. cubes by three planes the surface 
area will be increased to 8[6(^ X J^)] 
= 12 sq. in. If reduced to H-i^- 

cubes the surface area will be increased to 64[6(3^ X 3^)] = 
24 sq. in. The surface areas of the cubes therefore increase 
in the proportions 6 : 12 : 24 or 1 : 2 : 4, which corresponds to 
the reciprocals of' the lengths of cube sides, or diameters. 

The Relative Surface Exposed in Each Grade May Be Deter- 
mined by dividing the weight of material found in that grade by 
the average diameter of the particles. This is based on the fact 
that the total surface area for any definite weight of ore varies 
inversely as the diameter of the particles composing that weight. 
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Fig. 36. — Subdivision of cube. 
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Average Size of Material in each grade. is determined by 
finding the arithmetical mean width of the apertures in the 
screen on which the particles remain and the screen of next 
larger aperture width. This gives a figure which is as approxi- 
mately correct as possible where screens with close-order differ- 
ence in aperture width are used. 

The Reciprocals of the Mean Diameter of screen apertiu-e 
width are used by Del Mar in the computation of crushing effi- 
ciency comparisons. These reciprocals are multiplied by per- 
centage of material found in the various grades, and the product 
gives relative surface exposed. By assuming relative su^ace 
units and work units as of interchangeable value the comparison 
may be made in the manner shown in Table X. Relative Me- 
chanical Efficiencies may be obtained by multiplying units of 
work done in each case by duty or output and dividing the 
result by power consumption. 



Table X. — Comparison of Crushing Performance Based on 

Rittinger's Law^^ 



Mesh 



Reciprocals of Sizes of Screen Apertures 



Aperture, 
in. 



Recip- 
rocals 




Mean 

aperture of 

grade, in. 



Recip- 
rocals 



Mean 

aperture of 

grade, in. 



Recip- 
rocals 



20 


0.0335 


29.8 


+ 20 


0.0376 


26.5 


0.0376 


26.5 


30 


0.0195 


51.0 


4- 30 


0.0265 


•37.7 






40 


0.0147 


68.0 


-h 40 


0.0171 


58.4 


0.0241 


41.4 


50 


0.011 


91.0 


4- 50 


0.01285 


77.7 






eo 


0.0091 


110.0 


+ 60 


0.01005 


99.5 


0.0119 


83.6 


80 


0.00675 


148.0 


-h 80 


0.00792 


138.0 


0.00792 


138.0 


100 


0.0055 


182.0 


+ 100 


0.00612 


163.0 


0.00612 


163.0 


• 






-100 


0.0049 


204.0 


0.0049 


204.0 


120 


0.0043 


232.5 


4-120 


0.0049 


204.0 


0.0049 


204.0 








-120 


0.00395 


253.0 


0.00395 


253.0 


150 


0.0036 


277.7 


+ 150 


0.00395 


253.0 


0.00395 


253.0 








-150 


0.0033 


303.0 


0.0033 


303.0 


200 


0.003 


333.3 


+200 


0.0033 


303.0 


0.0033 


303.0 








-200 


0.0025 


400.0 


0.0025 


400.0 
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Table X. — (Continued) 
Screen Analyses of Mill Material 







1 

MiU No. 1 


MUl 


No. 2 


Mesh 


Mill feed, 
per cent. 


Discharge, 
per cent. 

0.0 

3.2 

4.5 
10.5 
i5.8 

2.4 
63.6 


xMill feed, 
per cent. 


Discharge, 
per cent. 


On 20. . . 


1 
1 
\ 


3.1 
15.5 
15.6 
14.6 I 

9.6 

2.4 
39.2 


15.1 
35.6 
10.4 
11.1 
6.4 
7 
20.7 


3.5 


On 40. . . 




21.2 


On 60. . . 




14.1 


On 80. . . 


1 


17.9 


On 100. . 




11.2 


On 120. . 


! 


1.6 


Through 


120 

1 


30.5 



Relative Work Done in Mill No. 1 



Mesh 



Reciprocal 

of average 

size 



+ 20 


26.5 


+ 40 


41.4 


+ 60 


83.6 


+ 80 


138.0 


+100 


163.0 


+120 


204.0 


-120 


253.0 



Feed, 
per cent. 



3.1 
15.5 
15.6 
14.6 
9.6 
2.4 
39.2 



Relative 

surface in 

feed 



Discharge, 
per cent. 



82 
641 
1,304 
2,015 
1,564 
489 
9,917 



Units of work in feed 16,012 



Units of work in feed 



0.0 

3.2 

4.5 
10.5 
15.8 

2.4 
63.6 

Units of work 
in discharge . . 



Relative 
surface in 
discharge 



132 

376 

1,449 

2,575 

489 

16,091 



21,112 
16,012 



Difference, units of work done per ton 



5,100 
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Table X. — {Continued) 
Relative Work Done in Mill No. 2 



Meah 



-h 20 
+ 40 
-h 60 
+ 80 
+100 
+ 120 
-120 



Reciprocal 

of average 

sise 



Feed, 
per cent. 



Relative 

surface in 

feed 



26.5 
41.4 
83.6 
138.0 
163.0 
204.0 
253.0 



15.1 


35.6 


10.4 


11.1 


6.4 


0.7 


20,7 

* 



400 
1,473 

919 
1,532 
1,043 

143 
5,237 



Units of work in feed 10,747 



Units of work in feed 



Difference, units of work done per ton 



Discharge, 
per cent. 



Relative 
surface in 





uiBcuurge 


3.5 


92 


21.2 


877 


14.1 


1,178 


17.9 


2,470 


11.2 


1,825 


1.6 


326 


30.5 


7,716 


Units of work 




in discharge . . 


14,484 




10,747 





3,737 



The Crushing Efficiencies of Various Milling Machines, 
calculated on the basis of increased surface exposed during 
crushing, is given in Table XI. 



Table XI. — Crushing Efficiencies op Various Machines*' 



Plant 



Machine 



Relative 

surface in 

feed 



Relative 

surface in 

product 



Index of 

work done 

by machine 



Goldfield Con 

Dome 

Goldfield Con 

Mogul 

Gold Belt. . . . 
Sta. Elena... 

La Union 

Llano 

Bolivia 



Stamps 

Stamps 

High-speed Chilean 
High-speed Chilean 
Slow-speed Chilean 
Slow-speed Chilean 
Slow-speed Chilean 
Slow-speed Chilean 
Wheeler pan 




14,007 
18,036 
27,239 
22,835 
32,913 
35,640 
37,140 
33,108 
36,678 



13,907 
17,936 
26,519 
22,735 
32,813 
35,565 
37,040 
33,008 
18,315 
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Rittinger's Law was disproved by Van Rejrtt as a result of 
actual demonstration. The tests made showed that the ratio 
of work done to increased siuf ace is fairly constant with coarse 
sizes, but with fine sizes the increase of surface is much more 
rapid than the work required to produce it. 

Kick's Law states that the work of crushing is proportional 
to the reduction in volume resulting. An elaboration of this 
definition is as follows : The energy required for producing analo- 
gous changes of configuration of geometrically similar bodies 
of equal technological state varies as the volumes or weights 
of these bodies. Stadler's suggestions for the adaptation of this 
law to comparative eflSciencv estimations are as follows: 

(a) Glassification into grades on the basis of volume or weight. 

(5) By reducing the cube of the unit successively to one-half its 
volume, and assuming these fractures to be again of cubical shape, 
each size of this series of theoretical cubes obtained represents a grade of 
a reduction scale of the ratio '^^2. 

(c) If to each of these grades is given an ordinal number, beginning 
with as representing the unit of 1-in. cube, then Table XII gives 
figures to determine the values of the data for the series of the theo- 
retical cubes. 

(d) By taking the sides of this series of cubes as clear-mesh apertures 
of a set of screens it is admissible to assume that the functions of the 
irregularly shaped average particles, determined by two successive 
screens, vary in the same ratio as the grades of the theoretical cubes. 

To Obtain the Mechanical Value of a Mixed Product, for com- 
parative purposes, it is necessary to multiply the screen percent- 
ages by the number of the energy units of the respective grades 
and add the products. 

The Relative Mechanical Efficiency of two machines or of the 
same machine operating under different conditions may be ob- 
tained by dividing the total work done in each instance, as esti- 
mated by the energy-unit system, by any convenient unit of 
energy such as horsepower consumed. The useful work done 
by the machine may be estimated from the difference between 
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Table XII. — Stadler's Standard Grades** 



Ordinal n 

tn A/* It o n 1 /I 


umber or 

!al value 

Units 


Mesh a 
( » length of side o 

In. 

1 


perture 

[ theoretical cul 

Ml 


>e8) 


Energy 


m. 


30 


1 
\ 


0.00098 


0.02480 






29 


0.00123 




0.03125 


28 




0.00155 


0.03937 






27 


0.00195 




0.04961 


26 




0.00246 


0.06250" 






25 


0.00310 




0.07875 


24 




0.00391 


0.09922 






23 


0.00492 




0.1250 


22 




0.00620 


0.15750 






21 


0.00781 


/' 


0.19844 


20 




a. 00984 


0.250 






19 


0.01240 




0.3150 


18 




0.01562 


0.39688 






17 


0.01969 




0.50 


16 




0.0248 


0.630 






15 


0.03125 




0.7938 


14 




0.03937 


1.0 






13 


0.04961 




1.260 


12 




0.06250 


1.5875 






11 


0.07875 




2.0 


10 




0.09922 


2.520 






9 


0. 1250 




3.1750 


8 




0.15750 


4.0003 






7 


0.19850 




5.040 


6 




0.250 


6.350 






5 


0.3150 




8.0005 


4 




0.39690 


10.080 






3 


0.50 




12.70 


2 




0.630 


16.0 






. 1 


0.79370 




20.160 







1.0 


25.4 
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the tnechanical values of samples from feed and discharge. An 
example of this method is given in Table XIII. In this case a 
comparison was being made between the operation of four Nissen 
stamps and two fivenstamp mills. The drop in each case, both 
with regard to height and frequency, was identical, and the unit 
of energy was therefore based on effective weight of stamp. The 
feed in each case was also identical and was assumed to have a 
relative mechanical value of zero in comparison with the crushed 
product. 

Table XIII. — Example of Method op Computing Relative 
Mechanical Efficiency op Crushing Machines^^ • 

(Based on Kick's Law) 



Screening 



Aperture 
width, in. 



0.169 

0.097 

0.060 

0.034 

0.0198 

0.0110 

0.0068 

0.00433 

0.0030 



Mesh 



+ 
+ 
+ 



5 

8 
12 



+ 20 
+ 30 
+ 50 
+ 80 
+ 120 
+200 
-200 



Four Nissen stamps 



I'^rri 



Grading, 
per cent. 



9 
11 
13 
15 
17 
19 
21 

24 

28 



Duty per stamp per 24 hours. . . 

Weight of stamp 

Relatire mechanical efficiency. . . 



19.80 

ID. 75 
9.30 

10.04 
7.92 
8.73 

10.17 

4.71 
18.58 



66.54 



10.17 



23.29 



100.00 100.00 



Mech. 
value, 
E. U. 



1.130 
5.202 



17.153 



27.72 tons 
1927 lb. 
17. 153 E. U. X 27.7 2 

1927 



Two 5-stamp milb 



Grading, 
per cent. 



I Mech. 
value, 
E. U. 



1.782 


14.8 


1.183 


11.28 


1.209 


10.59 


1.506 


10.57 


1.346 


8.50 


1.659 


8.86 


2.136 


11.48 



5.38 j 
18.36J 



64.60 



11.48 



23.74 



1.332 
1.241 
1.377 
1.586 
1.445 
1.683 
2.411 

1.291 

5.141 



99.82 99.82 17.507 



0.25 



19.9 tons 
1860 lb. 
17 .507 E. U. X 19 .9 

1860 



0.19 



Approximate Mechanical Values corresponding to any size 
of screen aperture may be found from Fig. 37. The top figures 
(12-26) represent the energy units. Screen aperture widths 
are given in the left-hand column. The junction of the horizontal 
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line from the given screen aperture with the curve shown will 
give a point vertically below the required mechanical value. 



Via. 37. — Stadler enargy-unit curve." 

A Table of Constants for Tyler Standard Sieves calculated 
on the basis of average sizes of successive screened products 
rather than aperture sizes, is given in Table XIV. The figures 
are, therefore, based on average size of product through the 
coarser sieve on the next finer. 



SECTION V 
ROASTING 

Roasting of Metalliferous Ores is carried out for the purpose 
of removing certain elements which would interfere with sub- 
sequent treatment. Copper, lead, zinc, and gold ores and con- 
centrates are roasted to remove sulphur and in order to make 
the material amenable to smelting operations, and for the pur- 
pose of removing certain volatile refractory metals, such as 
arsenic and bismuth. Gold ores are roasted as a preliminary to 
cyanide treatment in order to eliminate the possible action of 
interfering elements, to reduce tonnage, and to facilitate subse- 
quent grinding. The freeing of gold from encasing pyrite, by 
roasting, is also an important factor in the amalgamation treat- 
ment of a complex ore. 

Heap Roasting is a simple process in which a large cone of 
coarse ore is piled over a stack of wood fuel. The latter when 
ignited supplies the necessary heat and draught, and the roasting 
proceeds without additional fuel provided the ore carries suffi- 
cient sulphur to maintain combustion. 

A chart for the rapid Conversion of Fahrenheit into Centi- 
grade Temperatures, or vice versa, is given in Table XV. 

The Edwards Furnace (Fig. 38), designed in Australia, and 
used with success in the roasting of the sulpho-telluride ores at 
Kalgoorlie, is a reverberatory furnace of the straight-Une, single- 
hearth type. There are two fireplaces. The rabbles and rabble 
spindles are water cooled at the front end of the furnace. These 
are of the usual revolving type and driven by suitable gearing 
from the top of the furnace. Inclination of the furnace from 
the horizontal will depend on the character of the ore and the 
time required for roasting. Average practice would indicate 
^ fall of about 8 in. from feed to discharge, a distance of 70 ft. 

M 



ROASTING 



55 



Table XV.^-Conversion Scale for Centigrade and Fahrenheit 

Temperature ^ 



•c 'P 


•C "F 


'C T 


•C T 


•C 'F 


300- 


F=572 


600- 


plll2 


900- 


rrl6S2 


1200- 


F:2I92 


I500-T-2X$2 


■ 


- 60 


- 


-IKK) 


- 


- 40 


m 


- 80 




-20 


90 - 


- 50 


90 - 


- 90 


90- 


- 30 


90 - 


-70 


90 - 


-10 


60 - 


-40 
-30 


80 - 


- 80 
-70 


80- 


1 20 
-10 


80 - 

* 


-50 


80 - 


-2700 
-90 


70 - 


-20 


70 - 


-60 


70- 


-1600 


TO - 


-40 


70 - 


- 80 


« 


- 10 




- 50 




- 90 




-30 




- 70 


60 - 


rsoo 


60 - 


-.40 


60- 


- 80 


60 - 


- 20 


60 - 


-60 


- 


- 90 


i 


-30 




- 70 


- 


r 10 




-SO 


50 - 


- 80 


50 - 


-20 


50- 


- 60 


50 - 


-2100 


50 - 


-•40 


« 


- 70 


■ 


- 10 


- 


- 50 


■~ 


-90 




- 30 


40 - 


1 60 


40- 


-1000 


40- 


- 40 


40- 


-80 


•40 - 


- 20 


30 - 


-50 
: 40 


30- 


- 90 

- 80 


- 

30- 


- 30 

- 20 


30 - 


- 70 
76O 


39- 


- K) 
72600 


20 - 


- 30 


20 - 


- 70 


20- 


- 10 


20 - 


- 50 


•^0- 


7 90 




- 20 




- 60 




-1500 


- 


-40 




- 80 


10 - 


- 10 


10 - 


1 50 


10- 


7 90 


10 -^ 


-30 


10 - 


- 70 


• 


-400 


- 


- 40 


- 


- 80 


- 


-20 




- 60 


200 - 


- eo 


500- 


- 30 


800- 


- 70 


1100- 


- 10 


1400- 


- 50 


rt n 


- 80 


" 


- 20 


- 


- 60 


» 


r 20001 




- 40 


90 - 


- 70 


'«0- 


- 10 


90- 


- 50 


90- 


- 90 


90- 


- 30 


W - 


- 60 

- 50 


50- 


-900 

- 90 


80- 


; 40 

- 30 


80- 


- ao 

- 70 


80- 


- 20 

- 10 


70 - 


- 40 


70- 


- 80 


70- 


- 20 


70- 


- 60 


70 - 


-2500 




- 30 




- 70 




- 10 




- 50 




- 90 


60 - 


- 20 


60- 


- 60 


60- 


-MOO 


60- 


- 40 


60- 


- 80 


■ 


- 10 


- 


- 50 


- 


- 90 


- 


- 30 




- 70 


50 - 


-300 


50- 


- 40 


50- 


- 80 


50- 


r 20 


50- 


- 60 


" 


- 90 


- 


- 30 


■ 


- 70 


- 


- 10 




--50 


40 - 


- 80 


'4Q- 


- 20 


40- 


- 60 


40- 


-1900 


40 - 


-40 


30 - 


- 70 

- 60 


30- 


- 10 
-800 


20- 


- SO 
r 40 


30- 


- 90 

- 80 


30- 


7 30 
- 20 


20 - 


- 50 


20^ 


- 90 


20- 


-30 


20- 


- 70 


20 - 


- 10 


- 


- 40 




^ 80 




r 20 




- 60 




-2400 


fO ~ 


r 30 


10- 


- 70 


10- 


- 10 


K)- 


- 50 


10 - 


- 90 


■ 


- 20 


- 


- 60 


- 


-1300 


- 


-40 




- 80 


100- 


- 10 


400- 


- 50 


700- 


^ 90 


lOOO- 


r 30 


1300- 


- 70 


'tf^A 


r200 


■ 


- 40 


- 


- 80 


■ 


- 20 




- 60 


90 - 


-90 


190- 


- 30 


90- 


- 7b 


90- 


7 K) 


90- 


- 50 


w - 


- 80 
7 TO 


80- 


- 20 
-10 


80- 


- 60 

- 50 


80- 


-1800 
- 90 


80- 


7 40 
730 


70 - 


r 60 


70- 


-700 


70- 


r 40 


70- 


- 80 


70 - 


- 20 


• 


- 50 


- 


r 90 




- 30 




- 70 


■ V 


^ 10 


eo- 


r 40 


60- 


- 80 


60- 


- 20 


60 - 


- 60 


60- 


-2300 


M^V 


r 30 


- 


- 70 


- 


- 10 


- 


- 50 




- 90 


50 - 


- 20 


50- 


T 60 


50- 


-1200 


50- 


- 40 


50- 


- 80 




- 10 


^ 


- 50 


• 


- 90 


- 


- 30 


- 


- 70 


40 - 


- 100 


40- 


- 40 


40- 


- 80 


40- 


- 20 


40- 


- 60 


30- 


r 90 


30- 


- 30 


30- 


- 70 


'30- 


- 10 


30 - 


-50 


• 


- 80 




7 20 




7 60 




-1700 


^^^r 


7 40 


20- 


7*70 


20- 


r 10 


20- 


- 50 


20- 


- 90 


20 - 


-30 


- 


-^60 




reoo 




-40 




- 80 




- 20 


K>- 


r 50 


10- 


r 90 


JO- 


-30 


10- 


- 70 


10- 


- 10 


h oJ 


: 40, 

^32 J* 


C3004 


^572V 


•cWO-MlSV 


*C900- 


r 6O0 
F1652F 


"q 1200 . 


H^v 



HASDBOOK OF ORE DRESSISG 



The Hoton Fnniace (Fig. 39) is 
a more compact modification of the 
Edwards type and consists of three 
SQpeiimpoeed hearths. Effective 
action occins as the ore drops 
ihrfMigh the flame frtm one hearth 
to the hearth next b^ow. The 
rabbles are similar to those used in 
the Edwards furnace and are 
water cooled. This furnace is said 
to have a greater capacity than the 
Edwards, and involres smaller 
initial cost. 

The Ro^ Fomace is of the 
sin^e-hearth, straight4ine type in 
which a take operates in place of 
the usual rerolrisg rabbles. 

The Hotttioff-Weflier Furnace 
has two hearths, a coolii^ hearth 
being arranged below the roasting 
hearth. The rabbles, consisting of 
horizontal carriers with a number of 
blades attached, are driven by 
chains which are in turn operated 
by s[»ocket wheds. The rabble 
carriers are supported by rollers 
attached to the chains at each end 
and operate over the whole width 
of the hearth. 

The Combinati(m Edwards and 
flbtttioff-Wefliey Furnace (Fig. 40) 
dedgned at the Great Boulder Pei^ 
severance Mine, KalgoorUe, utilizes 
the rabbling s>-stem of the Edwards 
furnace in the top hearth and the 
Holthoff-Wethey system in the 
lower hearth. 

The Pearce Turret Furnace (Pig. 
41), now Uo^ly auj>erseded by the 
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reverberatory hearth, single or superimposed, interrupted by a 
discharge hopper, Kabbling is done by means of rotating water- 
cooled rabble arms, , to which are attached solid plate-eteel or 
bar-iron rabbles. 

The Macdougall Furnace consists of a number of circular 
hearths contained in a cylinder or tower. Rabbling is effected 
by means of a central shaft to which are connected a number of 
rabbles operating over the ore in each hearth. The ore ia rabbled 
from centre to circumference in one hearth and from circumfer- 
ence to centre in the hearth below. In the former case the ore 



Fig. 40. — Edwards & Holthoft-Wethey furnace.' 

drops through a pass near the circumference and in the latter 
case near the centre. The roasting action is materially helped 
by the direct exposure to the flame during transit from the hearth 
to the one below. The ore is fed through the roof. Capacity 
averages about 25 sq. ft. hearth area per ton roasted per 24 hours. 
The Herreshoff Roasting Furnace {Fig. 42), a modification of 
the Macdougall roaster, has air-cooled rabbles. The utilization 
of the heated air in the form of draught has been found to result 
in an economy in fuel consumption and permits the roasting of 
a concentrate lower in sulphur content than would otherwise be 
possible. 
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In the O'Brien Furnace (Fig. 43) the Macdougall principle 
is followed, but the ceutral driving shaft is hollow and consists 
of three compartments. The central compartment serves for 



Fia. 42. — Herreshoff roa-stiiig fiiriiftpo. 

the passage of cold air to the rabbles and the two others serve 
as outlets for the hot air. The rabbles are fitted with a division 
plate placed horizontally. The cold air enters from the shaft 
and passes under this plate and returns above it to the shaft. 
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The arms are inserted or removed horizontally, thus insuring 
space and heat economy and greater capacity. 

In the Wedge Furnace (Fig, 44) the essential feature ia an 
enlai^ed central shaft, about 5 ft. in diameter, through which 
it is possible to remove and replace the rabble arms, and which 
also facilitates the use of independent air or water connections 



Fm. 43.— p'Brien turnace. 

to each arm. Adjustment of practice may be made to suit 
the requirements of the particular ore being roasted during the 
operation of the furnace. 

In the Ridge Furnace (Fig. 45) there are a number of super- 
imposed hearths. The uppermost hearth dries and heats the 
ore and from there it is fed downward through passes to the 
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lower hearths, being rabbled en route. The lowest hearth is a 
cooling hearth where the air required in the furnace is preheated. 



Feci, 44.- — Wedue mechttnical furnacie. 

An economy of heat in cooling the ore before it leaves the furnace, 
and utilizing the heat so recovered, is claimed. 



— Ridjte Tosflting fuTnace. 



Fio. 46. — Bruckuer roasuas furnace. 
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The Bruckner Roasting Furnace is of the cylindrical revolvii^ 
type, and of intermittent operation. The furnace body is 
supported by double tires and rollers, the latter being operated 
by means of a shaft driven by worm gear. In the type illustrated 
(Fig. 46) the fire-box is of the removable type with no fixed 
connection between it and the furnace. 

A Fine-Ore Feeder for roasting furnaces is shown in Fig. 47. 
This consists'' of a fluted roll operated by a crank and ratchet 
driven by an eccentric rod o£E the roasting driving gear. Adjust- 
ment is made by altering the throw of the bell crank. The 



Fio 47. — Fine-ore roaBting furnace feeder.' Fra. 48. — Conveyor feeder tor furnooo.' 

fluted roll is 11 in. diam. and 14 in. long and has 8 corrugations, 
each 2 in. in diam. The centres of curvatures of the corrugations 
are on the circumference of the roll. A cast-iron shell forms the 
casing to the rolls and is provided with inspection covers to 
permit the removal of any undesirable material. 

Delivery of Ground Ore into Furnace Chamber' may be effected 
by means of a short screw conveyor (see Fig. 48) adjusted to 
deliver well above the maximum requirements. Actual feed 
amount is controlled by an adjustable device connected with the 
ore-feeding arrangements. 



SECTION VI 

SCREENING 

Grizzlies (Fig. 49) are used to classify a coarsely broken or 
unbroken ore by screening. The screen usuaily consists of a ' 
number of steel bars of tapered section (the thicker edge being ■ 
toward the ore stream) and spaced according to size and product ' 
required. The bars are set at sufficient inclination to permit the 
ore to traverse the length of the grizzly without need for raking 



Fin. 49.— Ore griizly. 

or shoveling. They arc sometimes placed horizontally in front 
of the rock breakers and above the ore bins and serve to reduce 
wear on the shoveling door. Shaking Grizzlies (Fig. 50) have 
only a limited application and are not widely adopted. 

A Crusher-Feeder and a Triple-Screening Grizzly are shown 
in Figs. 51 and 52, respectively. 

A Trommel (Figs. 53 and 54) consists of a cylindrical-, conical-, 
hexagonal-, or octagonal-shaped screen which ia revolved, and is 
used for washing or classifying ores. Several products of different 
grades may be obtained by using the trommels in series, by fitting 
the frame with screen of different-sized apertures, or by con- 
5 65 
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eO.— Shaking grizzly.'' 



Fm. i>l. — C'nisher-foedor grizzly.^* 



SCHEENTffG 



FiQ. 52. — Triple flcreening griiily." 



Fio. 53. — Revolving a( 
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structmg the trommel of several concentric cylinders each of 
larger diameter and with smaller perforations than the one pre- 
ceding it. 



i. 54. — ^Revolviiis ««fw 



Hexagonal or Octagonal Revolving Screens (Fig. 55) insure 
better sieving as a result of more energetic impact between 
material and screen. Screen life is proportionately shorter. 
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Trommel Proration sizes, on account of screen-plate inclina- t 
tion and speed, do not coincide with product sizes. A 1-in. cube j 
will require approximately a I l^i-in. diameter ring to pass through, 
and a l^^-in. opening to bo screened by trommel, A statement 
of comparative measurements for various sizes is given in Table 
XVI. 

The Hudmum Thickness of Steel Plate through which it is 
practicable to punch round or square holes of tits diameter 



Fia. 5G. — Impact screen." 

stated is indicated in Table XVII. The figures given are in excess 
of average requirements. 

The Impact Screen (Fig. 66) operates by means of a shaft to 
which two ratchets are attached. The cams force the frame 
downward gainst springs, which subsequently carry the frame, 
on release, outward and upward against the stops. The length 
of stroke can be regulated, and the impact is such that the 
entire body of ore is momentarily lifted off the surface of the 
screen. 
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Xable XVI. — Schedule of Relative Sizes of Stone and Screen* 



Sue of cube 


1 

Sise of 


ring 


Sise of 




' 





_ 


revolving 


Exact, in. 


Approximate, 


^ 

Exact, in. 


Approximate, 


screen 
perforation, in. 




in. 




in. 




0.144 


H 


0.204 

1 


H^ ■ 


; ^ 


0.216 


%2 


0.306 


Hi 


H 


0.289 


Hi 


0.408 


H 


H 


0.361 


% 


0.510 


H 


H 


0.433 


Ke 


0.613 


y% 


y* 


0.505 


K 


0.715 


H 


H 


0.578 


^« 


0.816 


'Ho 


1 


0.720 


y^ 


1.02 


1 


1J4 


0.865 


H 


; 1.23 


IM 


iH 


1.01 


\ 1 


1.43 


IKe 


m 


1.15 


1 m 


1.63 


m 


2 


1.30 


• iH 


1.84 


iH 


m 


1.44 


m 


2.04 


2 


2H 


1.73 


m 


2.45 


2H 


3 


2.02 


2 


2.86 i 


2% 


3K 


2.31 


2H 


3.26 


3M 


4 


2.60 


2^ 


3.67 


m 


4>^ 


, 2.88 


2H 


4.08 


4 


5 


3.46 


3H 


4.90 


5 


6 


4.04 


4 


5.70 


bh 


7 


4.62 


^H 


6.50 


6K 


8 


5.20 


bH 


7.35 


7y2 


9 



Impact Screens are said to be preferable to trommels for han- 
dling minus 3^-in. material, for the following reasons: (1) 
Higher separation efficiency; (2) lower first cost for equipment 
and erection; (3) repairs can be made more speedily; (4) greater 
accessibility to all parts. A statement of approximate capacity 
for various meshes is given in Table XVIII. 

The Sturtevant-Newaygo Separator (Fig. 57) operates on the 
principle of light hammer taps on reinforced screen surface. 
It has an output grade range from l^ in. to 180 mesh; and from 
one to four products can be made with one machine. The 
capacity of such machines is given in Table XIX. 
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Table XVII. — Minimum Size Holes, 


Square or 


Round, Which May bi 




Punched 


IN Steel Plates 

< Millimeters 


Smalle 




Thicknea 


« of plates 

Inches 


!8t hole 


Birmingham gauge 


Fraction of an inch 


26 


0.018 






y* 




• • • • 


24 


0.022 






1 




• • • • 


22 


0.028 






a • • • 




Hi 


20 


0.035 






IK 




■ • • • 


18 


0.049 






m 




H« 


16 


- 0.065 






2 




H* 


14 


0.083 






3 




H 


12 


0.109 






3H 




H* 


10 


0.134 






^H 




He 


8 


0.165 






6y2 




H 


^6 


0.187 






7 




%2 


M 


0.25 






10 


. 


He 


He 


0.312 






• m • . • 




1 



Fable XVIII. — Capacity op Impact Screens'* 







Sise of 


screen 


: .4 ft. X 3 ft. 

Tons per 24 hr. 




Mesh 




4 




200-250 




10 






150-175 




16 






100-125 




20 






75- 90 




30 






50- 60 




40 






40- 50 




60 






30- 40 • 


• 


80 






20- 30 




100 




^ 


15- 20 
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The Bunker Hill Screen (Fig. 58) is in the form of a cone 
connected at its base with a hollow shaft placed at an angle of 
45°. The screen is driven by gearing, and may be operated at 
from 20 r.p.m. The feed strikes the screen tangentially, the 
fines are delivered through the wire cloth, and the oversize 



Fro. 67. — Sturte van t- Newaygo separator." 

passes through the hollow shaft. A spray of water through the 
screen fropi the outside materially assists separation. 

The Callow ^C'een (Fig. 59) consists of an endless-belt screen 
revolving on rollers. The pulp is delivered onto the upper 
surface of the screen, through which the fines pass. Water 
sprays are used to clean the screen and assist in the removal of 
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oversize. Approximate capacities of the 24-in. belt machine are 
given as follows: 

Using 16-meBh aeteen 300 tons per 24 hours 

Using 60-nie.Bh Bcreen 150 tons per 24 hours 

Using SO-meeh screen 100 tons per 24 hours. 



. S8. — Bunker -Hill screen." 



Fio. 5B.— Callow traveling-belt Bcraen." 
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Table XIX. — Newaygo Vibratory-screen Operation** 



Kind of wire 



Cloth 
mesh 



Diameter 

of 

wire 



Opening 



Output 

approx. 

mesh 



Capacity 

approx. lb. 

per hour 

No. 1 
separator 



Steel. 



Brass. 



2 

4 

6 

8 

12 

16 

20 

24 

30 

40 

30 
40 
60 
80 
100 



0.120 


0.380 


4 


14,000 


0.080 


0.170 


8 


12,000 


0.047 


0.120 


12 


10,500 


0.047 


0.078 


16 


9,000 


0.032 


0.051 


24 


8,500 


0.023 


0.0395 


30 


7,5C0 


0.018 


0.032 


40 


6,500 


0.015 


0.0267 


50 


5,500 


0.0135 


0.0198 


60 


4,000 


0.011 


0140 


80 


2,500 


0.012 


0.0213 


60 


4,000 


0.010 


0.015 


80 


2,500 


0.008 


0.0087 


100 


1,000 


0.00575 


0.0068 


140 


700 


0.0045 


0.0055 


' 180 


550 

1 



Capacity 

approx. lb. 

per hour 

No. 3 
separator 



28,000. 
24,000 
21,000 
18,000 
17,000 
15,000 
13,000 
U,000 
8,000 
5,000 

8,000 
5,000 
2,000 
1,400 
1,100 



The Number of Holes per Linear Inch in a screen is termed the 
mesh. This figure has no significance unless the wire sizes are 
also given. The general adoption of a standard series of screens 
with fixed ratio differences in the mesh apertures is urgently 
needed. 

/ The word Screening is used to denote the number of holes per 

I square inch. Thus 40 by 40 mesh is known as 1600 screening. 

The use of this term to designate screen sizes is to be deprecated, 

as it conveys no definite information as to the actual dimensions 

of the screening apertxires. 

Screen or Mesh Aperture is a term usually referring to the 
Unear dimension of opening from wire to wire. . One dimension 
only is given when the opening is square and two dimensions are 
given when the opening is oblong. 

Needle-Slot Punched Screens are sometimes used for battery 
and other mill work. The slots are usually about }4 iii- in 
length. Trade sizes of such screening are given in Table XX, 
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Table XX. — Needle-blot Screens" 




ND.a-(i6 Meah) 



No.S-!WMeBh) 



iO Mesh) No. lQ-(»Megh) Ko. 11- 

FiQ. 60. — Standard diagonal needle-slot wreeiie." 
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ActualHsize diagrams are reproduced in Fig. 60. With this type 
of screen the total discharge area is small when comparison is 
made with a wire-mesh, oblong-opening screen of the same aper- 
ture width. 

Rittinger's Screen Series (Table XXI) is of limited application, 
the fundamental screen opening being 1 mm. and the ratio be- 
tween successive openings \/2. 

The Screen Series suggested by Richards, in which the ratio 
between successive openings is \/2, disposes of certain disadvan- 
tages of the Rittinger series, but results in an unnecessary multi- 
pUcation of screens in the coarser sizes. Values of the finer 
sizes are given in Table XXII. 



Table XXI. — Rittinger's Sieve Scale* 



1.414 - (\/2) is taken 


as ratio of diameter of hole in screen to the one above it 


Diameters, mm. 


Areas if holes are square, 
sq. mm. 


Volumes if particles are 
cubes, cu. mm. 


64.0 


4,096.0 


262,144.0 


45.2 


2,048.0 


92,668.0 


32.0 


1,024.0 


32,768.0 


22.6 


512.0 


11,583.0 


16.0 


256.0 


4,096.0 


* 11.3 


128.0 


1,448.0 


8.0 


64.0 


512.0 


5.7 


32.0 


181.0 


4.0 


16.0 


64.0 


2.8 


8.0 


22.6 


2.0 


4.0 


8.0 


1.4 


2.0 


2.8 


1.0 


1.0 


1.0 


0.71 


0.5 


0.35 


0.50 


0.25 


0.125 


0.35 


0.125 


0.044 


0.25 


0.063 


0.016 
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Table XXII. — The Richards or Double Rittinger Ratio op Screen 

Openings in Small Sizes" 



Opening (ratio \/2 = 1.189) 


• 

Mesh 


Diameter of wire, in. 


Inches 


Millimeters 


0.0082 
0.0069 
0.0058 
0.0049 
0.0041 
0.0035 
0.0029 ' 


0.208 
0.175 
0.147 
0.124 
0.104 
0.088 
0.074 


65 
80 
100 
115 
150 
170 
200 


0.0072 
0.0056 
0.0042 
0.0038 
0.0026 
0.0024 
0.0021 



Table XXIII. — The Tyler Standard Screen Scale** 



Opening (ratio V2 = 1.414) 


Mesb 


TiiomA^oi* /\t i>Mt*A in 


Inches 


Millimeters 




1.050 

0.742 

0.525 

0.371 

0.263 

0.185 

0.131 

0.093 

0.065 

0.046 

0.0328 

0.0232 

0.0164 

0.0116 

0.0082 

0.0058 

0.0041 

0.0029 


26.67 

18.85 

13.33 
9.423 
6.680 
4.699 
3.327 
2.362 
1.651 
1.168 
0.833 
0.589 
0.417 
0.295 
0.208. 
0.147 
0.104 
0.074 


• • • 

• • • 
■ • • 

• • • 

3 

4 

6 

8 

10 

14 

20 

28 

35 

48 

65 

100 

150 

200 


0.149 

0.135 

0.105 

0.092 

0.070 

0.065 

0.036 

0.032 

0.035 

0.025 

0.0172 

0.0125 

0.0122 

0.0092 

0.0072 

0.0042 

0.0026 

0.0021 
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The Tyler Ratia of Screen Openings uses the Rittinger series 
from 0.0029-in. opening to 1.05 in. in 18 sieves. Alternate units 
in the Richards ratio are used for the smaller sizes. Details are 
given in Table XXIII. 

The Screen Standards Suggested by Stadler as representing 
a mathematically correct scale reduction ratio of 1:4 from one 
inch downward are given in Table XXIV. These are based 
on a system assuming a regular reduction of the particle to half 

its volume at each step, giving a ratio of -37=; or, by omitting 



^ 



alternate grades, of 



</i 



Table XXIV. — Stadleb's Screen Scale'^ 



Mathematically correct scale; 
reduction ratio 1 : 4 



Nearest I. M. M. standard laboratory screens 



. Mesh aperture 



Inches 



Millimeters 



Mesh aperture 
Number Inches 



Millimeters 



1.0 


25.4 






1 


0.630 


16.0 








0.3969 


10.080 








0.250 


6.35 


- 






0. 1575 


4.0003 








0.09922 


2.52 


5 


0.10 


2.540 


0.06250 


1.5874 


8 


0.062 


1.574 


0.03937 


1.0 


12 


0.0416 


1.056 


0.0248 


0.630 


20 


0.025 


0.635 


0.01562 


0.3968 


30 


0.0166 


0.421 


0.00984 


0. 250 


50 


0.01 


0.254 


0.00620 


0.1575 


80 


0.0062 


0.157 


0.00391 


0.0992 


120 


0.0042 


0.107 


0.00246 


0.0625 


200 


0.0025 


0.063 



The U. S. Bureau of Standards Screen Scale is given in Table 
XXV and commences with a 200-mesh screen with a square 
opening of 0.0029 in. and a wire of 0.0021 in. diameter. The 
ratio increases 1.414 between successive sizes. 
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Table XXV. — U. S. Bureau of Standards Screen Scale 



Mesh per 
linear inch 


Opening, in. 


Opening, mm. 


Diameter of 
wire, in. 


Diameter of 
wire, mm. 


1 
Area of open- 
ings, sq. in. 

1 






4.20 


106.60 


0.375 


9.52 


17.64 






2.97 


75.39 


0.207 


5.26 


8.82 






2.10 


53.3^ 


0.192 


4.88 


4.41 






1.49 


37.73 


0.149 


3.78 


2.20 






1.05 


26.67 


0.149 


3.78 


1.10 






0.742 


18.85 


0.135 


3.43 


0.551 






0.525 


13.33 


0.105 


2.67 


0.276 






0.371 


9.423 


0.092 


2.34 


0.138 


3 


0.263 


6.680 


0.070 


1.78 


0.069 


4 


0.185 


4.699 


0.065 


1.65 


0.034 


6 


0.131 


3.327 


0.036 


0.91 


0.017 


8 


0.093 


2.362 


0.032 


0.81 


0.0086 


10 


0.065 


1.651 


0.035 


0.89 


0.0042 


14 


0.046 


1.168 


0.025 


0.64 


0.0021 


20 


0.0328 


0.833 


0.0172 


0.44 


0.00108 


28 


0.0232 


0.589 


0.0125 


0.32 


0.00054 


35 


0.0164 


0.417 


0.0122 


0.31 


0.00027 


48 


0.0116 


0.295 


0.0092 


0.23 


0.000135 


65 


0.0082 


0.208 


0.0072 

j 


0.18 


0.0000672 


100 


0.0058 


0.147 


0.0042 , 


0.11 


0.0000336 


150 


0.0041 


0.104 


0.0026 


0.07 


0.0000168 


200 


0.0029 


0.074 


0.0021 


0.05 


0.0000084 



If the analysis is to be carried finer than 0.0029 in. (200 mesh), the next 
finer sieve opening in the screen scale series is 0.002 in. (280 mesh). 



The Screen Standards Adopted by- the Institution of Mining 
and Metallurgy (Table XXVI) are designed so that the diame- 
ter of the wire used approximates, as closely as possible, to 
the width of aperture. The cost of manufacturing the finer 
mesh screens is considerable, and the system presents no obvious 
advantq,ges. It lacks a fixed ratio between successive sieve 
openings. 

Screening Analyses are usually made on unit quantities of 
material, viz.: 100, 200, 500, or 1000 gm., in order to facilitate 
percentage calculation. The amount to be taken will depend 
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Table XXVI. — I. M. M. Standabd Laboratory Screens 



Number of openings 


Diameter of wire 


Aperture 


Screening area. 


per linear inch 


In. 


Mm. 


Tn 


Mm. 


per cent. 


5 


0.1 


2.540 


0.1 


2.540 


25.00 


8 


0.063 


1.600 


' 0.062 


1.574 


24.60 


10 


0.05 


1.270 


0.05 


1.270 


25.00 


12 


0.0417 


1.059 


0.0416 


1.056 


24.92 


16 


0.0313 


0.795 


0.0312 


0.792 


24.92 


20 


0.025 


0.635 


0.025 


0.635 


25.00 


30 


0.0167 


0.424 


0.0166 


0.421 


24.80 


40 


0.0125 


0.317 


0.0125 


0.317 


25.00 


60 


0.01 


0.254 


0.01 


0.264 


25.00 


60 


0.0083 


0.211 


0.0083 


0.211 


24.80 


70 


0.0071 


0.180 


0.0071 


0.180 


24.70 


80 


0.0063 


0.160 


0.0062 


0.157 


24.60 


90 


0.0055 


0.139 


0055 


0.139 


24.50 


100 


0.005 


0.127 


0.005 


0.127 


25.00 


120 


0.0041 


0.104 


0.0042 


0.107 


25.40 


150 


0.0033 


0.084 


0.0033 


0.084 


24.50 


200 


0.0025 


0.063 


0.0025 


0.063 


25.00 



on the weights obtained in the different sizings, and it is 
generally advisable to make a rough preliminary sizing on 100 
gm. to see whether the amounts obtained in all sizes are likely 
to be sufficient to insure accuracy in weighing. Assay require- 
ments will also influence the amount taken when it is necessary 
to determine subsequently the metallic contents of the various 
gradings. 

The material is usually thoroughly Dried and Mixed before 
the final sample is taken for sieving. In the case where the pulp 
carries a percentage of comparatively coarse (e.g., ]/i in.) gravel, 
it is often impracticable to select a final sample for sieving carry- 
ing a true percentage of the coarser material. In the latter case 
it will often be found advisable to mix and weigh the ore while 
still damp so that no segregation of coarse particles takes place. 
The sample taken is then dried with care and any loss avoided. 
The dry weight is recorded and the entire sample screened. The 
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percentage through each sieve is then calculated from the weights 
obtained. 

The Mixed Method for Grading Analysis is recommended by 
Stadler and may be described as follows: A convenient weight of 
the dried sample is transferred to a suitable metal frame having 
the finest screen it is proposed to use fitted into the bottom. The 
finest material is then removed by wet screening and the re- 
maining washed product is dried in the same screen frame, and 
the grading continued and finished on the re-dried sand. The 
percentage of fines removed by wet screening is estimated by 
difference. . 

Advantages Claimed for the Mixed Method are as follows: 

(a) Greater accuracy. 

(6) Saving in time in spite of the double drjring, as with washed 
sands in a comparatively short time a clearly defined end of the operation 
of screening is reached. 

(c) No dusting. 

Dr]ring of Samples should be carried out in the final stages on 
steam or water baths. Stadler has pointed out that the lise of 
a high temperatiu^e may result in spUtting of the grains and con- 
sequent error in grading analysis result. 

The Selection of a Series of Screening Sieves should be in- 
fluenced by the fact that all subsequent calculations and graphic 
presentations of results are simplified when a scale has been 
adopted in which there is a constant ratio between the openings. 
In this respect the Tyler series (Table XXIII) is recommended. 

Screening Tests are made by placing the weighed portion of the 
dry ground ore on the mesh of the largest of a series of screens 
arranged in order, and commencing with an apertiu^e through 
which the whole of the sample just passes. The nest of screens 
is then subjected to a rotary shaking motion either by hand or 
machine. The separation is facilitated by the use, in each screen, 
of an iron washer, which tends to break up any small balls of 
slime and to give the screen a certain amount of vibration. Be- 
fore removing any screen from the one next below it, it is advis- 
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Fio. 62.— Graphic atatument of screen analyi 



84 HANDBOOK OF ORE DRESSING 

able to test the oversize with the tips of the fingers to see whether 
the separation has been efficient. 

An Inevitable Loss occurs in sieving operations. Where par- 
ticular care is taken to clean the screens after each test it may 
be assumed that the loss is in the finest material. The actual 
weighed proportion of the latter may then be credited with an 
additional amount (usually varying from one-tenth to one-fifth 
of 1 per cent, of the original weight of ore), so that the total 
weight of sieved materials should equal the weight originally 
taken. 

Wet Screening is seldom practised, although it is a useful 
method where it is found necessary to determine the approxi- 
mate percentage of fine colloid material (such as clay), as dis- 
tinct from ground ore, passing the finest screen. The adoption 
of wet screening results in a greater proportion of fines being 
accounted for than in dry screening, and it is therefore advisable 
in reporting screen analyses by wet method to state the fact. 

The Results of Grading Analyses with Fixed-Ratio Sieves may 
be Plotted in the manner shown in Figs. 61 and 62. The former 
is an example of a cumulative direct diagram of the analysis. 
The vertical Unes represent the screen openings* The curve 
starts at the lower left-hand corner and rises toward the top 
right-hand corner according to the cmnulative percentages of 
screened products recorded in the analysis. In Fig. 62 the same 
results are plotted as a cumulative logarithmic diagram in which 
equal distances on the horizontal scale represent equal ratios, 
and where the logarithms of the diameters of the openings 
are used to plot the curve in conjunction with the determined 
percentages. 






SECTION VII 

COARSE TO MEDIUM CRDSHING IN JAW, GYRATORY, 
DISC, OR OTHER MACHINES 

Id the Blake-Type Crusher the movable jaw is Bupported at the 
top. This is the uBual type of crusher adopted in average-size or 
small mills. Fi)^re 63 illustrates the design and Table XXVII 



Upper half (?h««k plate. 
Lower half t-heek pLatfi. 
Bolt for cheek pUte. 



rogglebcari 
Boltfor »ed 



i^lbWl 






13 ifatJier. 
i3 Washer. 
3i Haid whofsl. 



37 Bolt fnr pulley. 
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gives details of operation. Details of a class with unusual feed 
opening dimensions, designed for fine crushing, are given in 
Table XXVIII. 

The typical Blake Crusher Diagram, illustrating the tendency 
toward invariable compoaition of product, irrespective of class 




Fig. 65.— Dodge crusher." 

of material fed, is shown in Fig. 64, The individual curves refer 
to different tests with different materials. The crusher jaws 
were set to t inch. 

The Dodge-Type Crusher (Fig. 65) has its movable jaw pivoted 
at the lower end and consequently produces a finer and more 
even product than the Blake. It is not made in large sizes. 
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FiQ. 66. — Sectional view gn^taiy breaker.^ 



Tablk XXVlll.— Ai-pkoximate Capacitieb ok Fahbei. Fink 
Crdbhebs" 


cstncity 1 to UT one of tbe siiu stated 




ToU 

weicfat 


" Lb. 


In. Tons In. ! Tons In. ' Tons In. 


I. t*™"" 


Lb, 


20 X 4 
30 X 4 


1 1 
30 to 1 15 to >^ 1 7 to >i 
50 to 1 2S to M 1 12 to K 


48X6K 
48X11 


300 
300 


7,000 
10,500 


3,500 
5,500 


Table XXIX.— Approximate Ca 


acitv cuf DoDiiE Crushers" 


Si..,.rj.-„^nLn,.in. "j^^" 


\d. of lone per Kerolutk>ns 

hour, nut sue per minute 


7 X 

1 


X (i 
X 8 
Spctioiml 
X 12 
X 15 


3 

e 

6 
10 


M 300 

1 IHto2H 1 300 

1 l!^to2M 300 

3 to 5 300 

'6 tn 8 250 
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Details of output and other information are given in Table 
XXIX. 

Gyratory Crushers, as their name implies, operate on an 
eccentric revolving movement of an inverted cone spindle at an 
adjusted distance from a fixed head. F^ure 66 illustrates the 
type, and Table XXX gives details of construction and operation. 

The Percentage of Various Sized Products from Rock Crushers 
may be estimated by reference to F^. 67. For example when 



Fia. 67. — DisKram to deMmtine size of rock-braaker produot,' 

crushing to pass a 3)^-in. ring 55 per cent, will be found to pass 
a 2-in. ring. Variation from these figures will occur if the rock 
breaks in an abnormal manner. 

The Reliance Fine Crusher (Fig. 68) may be adjusted to pro- 
duce as fine as K-'n. product from a coarse feed. The motion 
to the movable jaw is transmitted through a toggle plate from 
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aa eccentric and roll. Approximate capacities and other infor- 
mation are given in Table XXXI. 



Fla, 68.— Reliance fine crusher." 
Table XXXI. — Reliance F:nb Crusher Data*" 



Siie o{ criBher, hant (he h» 












of opening or receiving ca- 












pMity oljaws 






10"X18" 


1I"X22" 




'Cmwcity per bour in tubs to 












>i" mKterild and .msller 


3-4 


4-.1 






0-11 


Weight, muludini foundation 












tinibo™,[b 


5,200 


7,200 




' 


















10-13 




16-20 


20-25 


30-3fl 


Width of bdt 


HW 


8" to 10- 
30" 


10" to 12" 

32" 


12"toH" 


16" 


Diameter of belt pulley 










1 








"' 


310 


300 


200 


280 



Comparative Features ai Gyratory and Jaw Crushers have been 
discussed by H. L. Wollenberg, who has summarized his con- 
clusions in condensed form (see Table XXXII). It is stated 
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that the gyratory is a machine of greater weight, capacity, and 
h.p. consumptioQ than the Blake, for the same sized feed and 
product. Continuity of action is claimed as the reason for 



Fia. 69. — Roll-jaw crusher. 

economy of power with the gyratory. Floor space is about the 
same for either type, but there is an economy in height in favor 



Fig. 70. — Marathon crasher.*' 

of the Blake. The gyratory product is more evenly cubical 
than that of the Blake. Wear is less on jaw-crusher plates than 
on gyratory concaves; and inability to reverse liners in the latter 
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type is a disadvantage which results in higher renewal costs. 
Repairs are easier made and are less frequpnt with the Blake than 
with the gyratory crusher. 

Advantages of Gyratory over Jaw Crushers lie in lower first 
cost, greater automaticity (sometimes eliminating necessity for 
feed control) and more uniform product. The disadvantages 
are seen in a comparatively narrow feed opening and more com- 
plicated construction. For coarse crushing and very large output 
the gyratory machine has been widely adopted. 



Fia. 71. — Idle pulley arrangements tor crusher. 

A Roll-Jaw Crusher, designed especially for handling sticky 
or easily caked material, is illustrated in Fig. 69, from which the 
operation of this type of machine may be understood. 

The Marathon Crusher (Fig. 70) operates with a triangular 
toggle. The motions of crushing and freeing the jaw faces re- 
ciprocate in both the upper and lower portions of the movable 
jaw. The latter is supported by shaft and bearings. 

Crusher Idler Pulleys in small plants, where several duties 
are sometimes allocated to one man, are Ui^ually a source of 
trouble as a result of insufficient attention to lubrication when 
the machine is out of action. To obviate the attention needed 
in this connection the arrangement shown in Fig. 71 is suitable. 
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The loose pulley is keyed to an independent shaft and sup- 
ported on ordinary bearings. There is no connection between 



Fia. 72. — Shearing togele tor jaw cirusIierH.' 

the two pulleys, and no difficulty in "striking" the belt from o 
to the other. 



Fio. 73. — 36' and 49' Symona disc frusher (sectional view)." 

An effective Method of Preventing Damage to jaw-crusher 
plant and attendant machinery when steel or other unbreakable 
material finds its way between the jaws is shown in Fig. 72. The 
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rear toggle consists of two separate pieces, which are lap-jointed 
in the manner shown, and riveted together so that any abnormal 
strain put upon them "will result in the shearing of the rivets. In 
the case of gyratory crushers a flange coupling connected with 
two or more soft-iron bolts in the driving countershaft will serve 
the same purpose. These methods have been largely adopted in 
Western AustraUa. 

In the Symons Disc Crusher (Fig. 73) the comminution of 
the ore takes place in the double concavity formed by two hollowed 
manganese-steel discs. These discs rotate in the same direction 
and at the same speed, and are supported at an angle to each 
other. The material is fed centrally between the discs, and is 
thrown by centrifugal force toward the periphery, where it is 
crushed. Discharge of ground material takes place in the same 
direction and is materially aided by the centrifugal action. The 
ore as it is crushed travels toward an increasing discharge area, 
thus obviating the lowering of efficiency due to chokage often 
occurring in other crushing machines. Details of construction, 
operation, and approximate capacity are given in Table XXXIII. 



Table XXXIII. — Symons Disc Crusher Data^^ 



Siae of crusher 

Shipping weight 

Siae of feed opening ^ . 

Minimum exit opening and tons 
per hour for beet results 

Minimum capacity in tons per 
hour when crushing to size 
given > 

Rp.m. main pulley 

R.p.m. eccentric pulley 

Sise of pulleys, in 

Horse power required 



18" 
5,600 lb. 

M", 5- 8 

H". 8-10 

H", 10-12 

1", 12-15 

200 

450 

28X8 

12 to 18 



24" 

8.500 lb. 

2H" 

H", 12-15 

H'\ 18^20 
1", 20-25 
IM", 25-30 

200 

400 

34X10 

18 to 9S> 



36" 

.23,5001b. 

3>^" 

H"f 25-30 
1", 30-45 
1^", 45-60 
2", 60-60 

133 

300 

44X14 

30 to 40 



48" 

39.0001b. 

6H" 

1", 45- 60 

IH". 60- 80 
2". 80-100 
2H", 100-120 

100 

250 

54X16 

50 to 65 



Swing-Hammer Pulverizers are high-speed machines and have 
only a limited application in ore-dressing operations. Various 
types are constructed in which the action of impact between 
hammer and rock occurs either on the up or down stroke of the 
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hammer. Figure 74 illustrates a typical machine of the latter 

type, but it is only suitable for the reduction of a friable ore. 

Hammer-Pulverizer Operation on limestone indicates that the 

feed should be of a diameter not exceeding 3 in. Softer material 



Pio. 74. — Jeffrey swiog-liamiiler pulvemer.** 

can be successfully handled by this machine in larger lumps. A 
type of Bemi-circular grizzly is used to regulate discharge, and 
the openings may vary from J-^ in. to 1 in. A statement of 
comparative capacities for Jeffrey pulverizers on limestone and 
coal is given in Table XXXIV. 
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SECTION VIII 
STAMP MILLING 

Stamp Mills are made in a wide variety of types. The number [ 
of stamps operating in a single mortar box may be either one, [ 
two, three, or five. The latter number forms the usual unit. 

Mortar Boxes set on concrete foundations require -a wider 
base than for a wooden foundation. Types are illustrated in . 



For wooden foundation or iron sub-base. For concrete foundation. 

Fig. 75.— Mortar hoiea." 

Fig. 75. Single-discharge boxes are in common use, the double- 
discharge type (back "and front), having been generally dis- 
carded whenever adopted. Open-front boxes permit greater 
freedom Vi changing shoes and dies, and in carrying out general 
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FiQ. 76. — Types of mortar foundaUoDB.** 



I>i« Bosahead 

Pio. 77. — SW«lip-mi!l parts. 
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repair work, and were introduced to facilitate the removal of the 
bulky bosshead used in heavy-stamp mills. 

Concrete has now generally superseded wood for mortar-box 
foundations. Its rigidity, low first cost, neat appearance, and 
durability are in its favor. Concrete mortar blocks require 
to be massive, with a wide base, and with accessible bolt holes: 
Types shown in Fig. 76 are commonly adopted. 

Stamp-Mill Parts are illustrated in Figs. 77 and 78. Shoes 
and Dies are made of a variety of materials, from mixtiu-es of 






Fio. 78. — The Blanton cam.^^ 



scrap iron and steel, cast locally on the property, to the hardest 
chrome steel. Local conditions and economic, considerations 
should decide the matter of suitabiUty of material used. Tappets 
and Cams are usually made of cast steel, Camshafts of hammered 
iron, and Stems of the best refined mild steel. Mortar-Box 
Liners are preferably made of the hardest material possible, and 
manganese steel is -usually adopted. A section of a stamp 
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battery* shbwmj' tB^ 'fi'c&itloli of the various parts ■« pven in 

Fig. 79. 

Cam Lifting Soriace is usually 
in the form of an involute. In 
the ordinary design the curve is 
formed by selecting a point on 
the outer circumference of acircle 
representing the hub periphery, 
and with a radius of length ab, 
about 1.2 times the diameter of . 
the circle, the involute is formed 
as shown in Fig. 80. 

Heavy Stamps require a mod- 
ification of cam involute design. 
Fig. 81 shows the Behr type 
which is used in South Africa. 
A considerable portion of the 
cam surface is circular in form, 
the remainder being of the ordi- 
nary involute design. An in- 
creased drop-height is obtained 
with this type, with an evener 
curve surface. 

The filanton Self-Tightening 
Cam (Fig. 78) reUes on a brass 
taper bushing carrying studs. 
The latter pocket into holes 
bored in the camshaft and 
merely serve to keep the wedge 
in position. There is no shear- 
ing strain on these pins. Cam 
fastenings of this or a similar 
type are universally used in 
stamp mills. 
Compensating Weights (Fig. 
to allow for decrease of effective, ^amp weight as a result 
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of shoe wear are usually made to clamp on the stem just above 
the bosshead. Dimensions are governed by stem and bosshead 
sizes, and weight required. 

Individual False Dies are used to raise the die, when worn 
down, to the proper level below the screen discharge. These 




Fig. 80. — Cam involute design. 




Fig. 81. — Behr-cam involute design.** 



may be cast of any desirable thickness, of a similar size to the 
die bottom, and are preferred to the single false die sometimes 
supplied with mortar boxes. Old dies, worn to an even face, 
are sometimes used. 

The Height of Discharge measured from the highest die level 
to the lowest screen level is regulated, when necessary, by the 
use of Chuck Blocks* These are made of wood of the same length 
and thickness as the screen frame, and faced inside with steel 
plate to withstand the scouring action of the pulp. 

Battery Framing is usually of the back- 
knee type. The king-posts are tied to the 
ore bins by means of a wooden stay held in 
position either by long bolts or attached 
by means of angle-plates at each end. 
The countershaft driving the mills is placed 
on the streak sills behind the battery. 
Figure 83 illustrates the usual arrangement 
of battery timbers and the method of 
driving. 

The principal battery timbers, known as Eling Posts, standing 
at either end of the mortar box, are connected with concrete 
foundations by means of cast-iron shoes (Fig. 84). The use of 
metal posts in place of battery timbers has not proved generally 




Fig. 82.— Top view of 
stamp-mill compensat- 
ing weight. 
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successful. This Ib usually due to breakage, consequent on 
vibration where heavy stamps are used. 

Camshaft Bearings (Fig. 85) are seldom provided with more 
than canvas dust covers. Bearing meta! is also rarely used. 
Such bearings are made of cast iron turned to ht the camshaft. 



Fia. 83. — Battery framing. " 

Tappets with one gib and two or three keys are used for light 
stamps. Stamps whose effective falling we^ht is beyond 1500 
lb. are generally provided with double-gib, three- or four-key 
tappets. 

The faces of Gibs used in wedging the tappet on the stem 
should have a curve of slightly smaller diameter than the stem. 
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I. 84. — Battery-post shoe." Fio. 85. — Cam-ahaft bearing." 



Fia. 86.— Cam-shaft damper." 
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In addition, it is advisable to channel or counterbore the opposite 
side of the tappet so as to give additional points of friction contact. 

The Camsliaft Damper, illustrated in Fig. 86, consists of two 
short pieces of oak, an iron rod, and any suitable spring. The 
adoptioQ of this device is said to have reduced vibration of the 
camshaft, crystallization and fracture of the steel, and damage to 
camshaft bearings. 

Stanqh-Stem Guides in old mills are often made <^ wood, but 
the individual-metal type is now almost universally adopted in 
new mills. The guide illustrated in Fig. 87 has interlocking 
bushings in halves, and the guide frames are made with tapered 



Fio. 87.— Metal Btamp-atem guides," 

sockets. Stamp stems may be changed without loosening nuts 
or removing bolts. 

A Finger Jack is used in conjunction with a Cam Stick to 
"hang up" any particular stamp. The cam stick, generally made 
of old belting with a wooden handle, is of sufficient thickness 
when placed between cam and tappet to raise the latter so that 
the finger jack may be thrown in against the stem to support 
the tappet above cam action. 

'■ Correct Order of Drop in a five-stamp mill is a matter of 
individual opinion among operators. The 1-3-5-2-4 order is 
largely adopted, but an evener discharge and higher battery 
output have been claimed in the use of the 1-5-2-4-3 sequence. 

The If Issen Stamp (Fig. 88) operates in a single mortar box 
and is especially adapted for high-duty performance on hard or 
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medium-hard ores. The screening is arranged to encompass the 

die and extends around it for the greater part of its circumference. 

Exhaustive data dealing with the operation of Heavy Stamp 



Fio. 88.— A Nissen-Btamp mUl. 

Mills are given in Table XXXV and refer to the results of a 
aeries of tests made to compare the work of the Nissen Stamp 
with that of an ordinary five-stamp battery at the City Deep 
Mine, South Africa, in 1911. Relative mechanical values of the 
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products were obtained by screening analyses and calculation by 
means of Stadler's energy-unit system, based on Kick's Law, with 
the result that the relative efficiency of the Nissen was calculated 
at 0.25 and that of the ordinary stamp at 0.19, an advantage of 
35 per cent, in favor of the Nissen. 

Dimensions and Weights of Stamp-Battery Parts (U. S. A. 
practice) may be found in Table XXXVI. Further details 

Table XXXVII. — Weight and Size of Mill Parts for Various Weights 

OF Stamps in South African Mines 



Simmer A Jack 
Prop. 



Simmer East 



City Deep 



Weight of stamp, lb 

Weight of shoe, lb 

Head, lb 

Stem, lb 

Tappet, lb 

Size of shoe, in 

Head, in 

Stem, in. X ft 

Tappet, in 

Diameter of camshaft, in. 



1250 

160 

365 

580 

145 
X9 
X 18 
X 18 
9K X 13 

6K 



9 
9 
3>^ 



1550 

286 

376 

726 

250 
9M X 14 
9}4 X24 
4 X 17 
m X 13 

63^ 



2000 

290 

872 

556 

282 
9 X 14 
9K X50 
4 X 13 
9 X20 

7 
hollow 
IJ^ bore 



Table XXXVIII. — Stamp-milling Data of American Practice *• 



Sising 



Tons 
milled 
per 24 

hr. 



Number 

of 
stamps 



Run- 
ning 
weight, 
lb. 



^"" H n Stamp- ' Per 

ap«*"- ™ ♦" per ten ' — ICX) 
tire. P«J,,*°." milled, i 



m. 



^^ -S- 



Per 
cent., 
- 200 



Inches 



Mex. Silver Mill . 

Nipissing 

Belmont 

Silver Peak 

Homestake 

Hollinger 

Porcupine Crown 
Liberty Bell 



1000 


60 


1450 


245 


40 


1450 


500 


60 


1200 


500 


120 


1050 


4500 


1020 


850 


585 


60 


1400 


150 


20 


1000 


485 


80 


750 



0.371 
0.334 
0.131 



4.8 

12.1 

7.2 



0.023 13.8 
0.022 11.0 
0.263| 8.6 
0.250j 6.0 
0.041 7.8 
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Table XL. — St amp-Mill Data of Western Australian Practice^ 



Mine 




Wear per ton 
Weight crushed 

stampe, 
lb. 



Drops 



No. 
per min. 




Duty 
per 
stamp 
per 24 
nours, 
tons 



Ivanhoe 

Oroya 

Brown Hill. . . 
Sons of Gwalia. 
Lake View 

Consols 

Golden 

Horseshoe. . . . 
Great Fingall. . 



1192 


• • • • 


• * • • 


1100 


4.26 


4.56 


1000 


• • • • 


• • • • 


1200 


4.3 


2.5 


1274 


2.14 


3.04 


1150 


• • • • 


• • • • 



15 X 15 

10 X 10 
20 X20 

300 mesh 

15 X 15 
12 X 12 
10 X 10 



2 


104 


7M 


2 
3K 


108 
108 


8 


2 


102 


8 


3 
3 


104 
106 


8 
8 



5.5 

6.48 
6.68 

5.5 

5.5 
7.0 



Table XLL — Approximate Life of Stamp-Mill Parts^^ 



Part 



Material 



Dimensions 



Weight, lb. 



Life 



Camshaft. 
Cam 



Tappet < 

Stem 

Bosshead 



Shoe 
Die.. 



Mortar 
Screen . 



Plate. 



Wrought iron 
Chrome steel 

Cast iron 

Chrome steel 
Cast iron 
Wrought 

iron 
Cast iron 

Chilled cast 

iron 
Hard cast 
iron 

Cast iron 

Cold-rolled 
re-annealed 
O. H. steel . . 

Lake Superior 
copper 



5.36" diam. 
2.5" face X 
35" hub 
12" diam. X 
5 . 75 in. 
9" X 12" 

3 . 125" X 
15' 

9" X 18" 

9" X 8" 
9" X5.5" 



9 X50 X 
0.035 

4' 5" X 12' 
X 0.125" 



1050-1085 
262 

256 

150 

132 

380-390 

236 

145 

110 

5500 



320 



4 yrs. 
no data 

2 yrs. 

no data 

20mths.&up. 

4 mon. bet. 
breakages.. 

4-12 yrs. av- 
erage 

60-90 days 

30-35 days 

3 years 



10-16 days 



Note. — The thickness of mortar-box ends has been since increased and a 
longer life is anticipated. 
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of' South African practice in this respect are given in Table 
XXXVII, of American practice in Tables XXXVIII and XXXIX 
and of Western AustraUan practice in Table XL. 

Data Giving the Approximate Life of Stamp-Mill Parts and 
referring to Homestake practice are given in Table XLI. 

Comparative Costs for Breaking, Crushing and Grinding at 
various plants in the United States and Canada are given in 
Table XLIL 



\ 



Table XLII. — Cost op Ore Milling^* 



Plant 



Break- I Crush- 
ing, cents ing, cents 



per ton 



per ton 



Grinding, 
cents per ton 



Method 



Homestake 



Goldfield Con. 



West End Con., Tonopah 



Hollinger ... 
Wonder, Nev. 

Liberty Bell... 



Independence , 
Nevada Hills. 



6 



3.8 



10.3 



34.6 



13.4 



24.8 



7.3 18.1 



12.1 



29.5 



Black Oak 
Sta. Elena. 
La Union . . 



7.25 19.08 

I 

16.33 ' 52.17t 

I 
I 

7.1 24.7 



25. 7t 

10.6 Chilean 
16.6 tube 
49.2 

27.7 

41.8 



7.69 



29.3 



5.74 I 1-1.26 7.99 

.... '21.22§ 

.... '21.46§ .... 



Stamps, pans and 

^tube mills 

Stamps, Chilean 
and tube mills 

Stamps and tube 
mills 

Stamps and tube 
mills 

Stamps, tubes and 
high-speed Chil- 
eans. 

Stamps and tube 
mills 

Rolls and high- 
speed Chileans 

Stamps and tube 
mills 

Stamps and tube 
mills 

Slow-speed Chil- 
eans 

Slow-speed Chil- 
eans. 



* Includes conveying, f Separate treatment plant. Cost includes rolls 
and Chileans, t Only part of material reground. Cost per ton reground. 
§ Includes both crushing and grinding. 

8 
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Power Used for Stamp Mills may be calculated from the dia- 
gram given in Fig. 89. For example : To find horsepower to drive 
a 10-stamp mill, each of 900 lb., at 90 drops per minute, follow 
up the vertical line commencing at 900 until it intersects one of 
the diagonal lines representing the height of drop. The horse- 
power required for a 7-in. drop will be found to be 17.5, and for an 




500 000 700 eW 900 1000 1100 12M , 
Weight of stamp, lb. + 

Fig. 89. — Power required for stamps, at 90 drops a minute.*' 



8-in. drop 19.0. These figures do not include total friction and 
should be multiplied by 1.2 to give an approximation of the total 
power required. 

The Tremain Stamp (Fig. 90) is a self-contained unit suitable 
for small properties. Two stamps are used in each battery, 
the ends of which terminate in pistons. Steam is admitted 
under the piston to raise the stamp and also assists in the down- 
wanl movinu<>nt» thus increasing the effective stamp weight. 
The j*tiuu|M WW of (H>mparatively Ught design (about 500 lb. 
oftoh) m\\{ o«n h^ arranged to drop up to 200 times a minute. 
Di«oh«riit* ii* thnnigh front and side screens. 

Heavy-Duty Steam Stamps (Fig. 91) are of limited application 
and \u\w only Ihh^u adopted in exceptional eases. The two types 
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in general use on copper properties are designed on either the 
simple- or compound-engine system. A heavy feed is necessary, 
and actUEtl duty is consequently low. A light feed predisposes 
toward piston-rod breakage. Del Mar quotes the usual stroke 



Fio. 90. — Tretnain Bteaiti stamp." 

in the Lake Superior district, where these stamps are mostly used, 
as 24 to 25 in. on 4-in, material, giving a capacity of from 2 to 3 
tons per horsepower day through a ^-in. mesh screen. Shoes 
lasting from 4 to 7 days weigh from 780 to 800 lb. when new, and 
380 to 400 lb. when rejected: Dies last 7 months to a year, and 



116 



HANDBOOK OF ORE DRESSING 



weigh 800 lb. when new and 500 lb. when rejected. Height of dis- 
charge would seem to vary between 9 and 16 in., but the former 




FRONT VIEW 



SIDE VIEW 



Fig. 91. — Steam stamp. 



figure is probably nearer the average. The stamp head weighs 
6650 lb. and the stamp is dropped with a frequency of 108 per 
minute. 



SECTION IX 

BALL MILLING 

The Krupp Ball Mill (Fig. ,92) consists of a narrow cylinder 
lined with steel plates arranged in st«ps. The grinding and 



FlO. 92.^Krupp dry-cniahing ball mill. 

crushing arc done by steel balls and the ground material passes 
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through tapered perforations, usually ^ in. to 1 in. diameter, 
in the grinding plates. A coarse punched screen, with holes 
about % in. in diameter, and placed outside the Uning plates, 




^i— 



-T^ 






-^" ■ ■ ' ■' ■ ". '■'^ ' ' 



:CxV:>^;a\n.' 



\^^^V<v^ 



FiQ. 93. — Krupp wet ball mill. 

a, Perforated grinding plates; at, Flange bolts; 5, Side liners on the feed side; 61, Side 
liners, rear side; u. Side-plate bolts; c, Inner coarse screen ; ci, Inner screen bolts; d, Fine 
screen (frame with wire cloth); q, Bolts for screen frame; /. Return scoops; ft. Return screen; 
ft. Bracket for coarse scieen; h. Sheet-iron casing; t, Spitskasten; k. Discharge noszle; 
If Supply pipe for freeh water; o, 01, ot, Roses; p, Stopcocks; «, Slide; r«. Slide-racking gear; 
t. Hand wheelfor slide-racking gear; m. Manhole; to. Main shaft; x, Overflow for slime; y. 
Supply pipe for ascending water; z, Discharge box; ^^Plug. 

makes a further classification; and the fines pass to the wire cloth 
arranged in frames and covering the periphery of the mill. The 
oversize passes back into the mill through a perforated plate 
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Table XLIII.— Krupp Ball Mill Data- 



Mine 



Associated Northern. 



Kalgurli 



Associated 



South Kalgurli. 



No. I Rev. 

of per 

mill niin. 



Horse 
power 



25! 16.6 



25 



5 

8 



25 



16.8 



25 
24 



57 



Gt. Boulder Propy. 



8 



23 ! 60 



Screening 



Weight , Tons 

of j per 
balls day 



700' X 28 (26 X 2260- 40 
27) 2400 
(I. S. W. G.) 1 



32 X 32 X 30 

(I. S. W. G.) 



30 X 30 X 30 

(I. S. W. G.) 



— 


40 


2240 


• • • 

— 



700 X 26 (26 X 

27) (I. S. W. G.) 



2352 ! 40 
3472 110 



30 X 30 X 28 

(I. S. W. G.) 



4256 ' 90 



Table XLIV. — Krupp Ball Mill Products' 



Mine 


Associated 
Northern 


Kalgurli 


South 
Kalgurli 


Great Boulder 
Propy. 


Screening 


700 X 28 

(I. S. W. G.), 

Per cent. 


32 X 32 X 30 

(I. S. W. G.), 

Per cent. 


Per cent. 


30 X 30 X 28 

(I. S. W. G.). 
Per cent. 


-f 30 


• • • • 






0.22 


+ 40 


11.6 


7.96 


8.80 


5.21 


-h 60 


13.6 


10.92 


12.79 


15.74 


+ 80 


10.2 




7.01 


6.64 


+ 100 


7.3 


21.67 


7.20 


8.07 


-f 120 


2.0 


6.65 


3.45 


1.67 


+ 150 


1.0 


5.00 


2.45 


6.32 


- 150 


54.3 


47.80 


58.30 


56.13 




100.00 


100.00 


100.00 


100.00 
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placed beneath the stepe. Data' dealing with dry-crushing ball 
mills may be found in Table XLIII and details of t}rpical grading 
analyses in Table XLIV. 

Dry Crushing with Krupp Ball Mills has been lai^y practised 
in Western Australia oh sulpho-telluride ores. The reason for 
the adoption of dry crushing Ues in the fact that roasting follows 
crushing and precedes cyanide treatment. 

The Wet-Crushing Erupp Ball Mill (Fig. 93) operates in the 
same manner as the dry crusher. In addition, a water spray 



Pig. 94. — Maroy mill.'* 

delivers over the whole width of the fine screening just ^ter the 
latter, in revolution, leaves the water surface in a trough placed 
underneath the mill, and forming the lower part of the casing. 
This trough consists of a spitzkasten with gooseneck discharge 
and adjustable overflow level. Water is caught up during the 
revolution of the mill. Crushing, screening over an excep- 
tionally large area, and return of oversize are all performed 
simultaneously. 

The Marcy MiH (Fig. 94) is of the short cyUndrical type with 
comparatively lai^e diameter. Feed is delivered through the 
usual trunnion-type feeder and deUvery takes place through a 
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grizzly-bar screen, covering the entire discbarge end of tbe mill. 
The pulp delivered into the space behind the grizzly bars is 
lifted with spirals and discharged through the trunnion. The 
mill is designed to take 3-in. or 4-in. material and crush this 
through 3^ in. or )^ in. in one operation. With a closed-circuit 
return system and outside classification the mill can be arranged 
to crush as fine as 100 mesh. Steel-baD consumption varies 
from 0.5 to 1.7 lb. per ton crushed. 

The usual type Ball Mill, used widely for reduction from 
crushed rock size to 80 mesh or so, consists of a short cylinder 




Fig. 95. — Wave-type ball-mill lining.'^ 

driven by spur gearing. The machine is operated at maximum 
efficiency in closed circuit with a classifier. The wave type of 
lining suitable for this mill is shown in Fig. 95 and is constructed 
of plates with beveled ends to match the key liners C, the latter 
being alone bolted to the mill shell by means of countersunk 
head bolts D. 

Standard Sizes of Ball Mills are given in Table XLV, with 
approximate capacities in Table XLVI* Methods of drive are 
shown in Figs. 96a, 966, and 96c, 
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Flo. 'Jflf . — Methods of driving bull mills." 
Tabi^ XLV. — Standard Ball Mills" 



a«of 


^tM- 


Rev. p« min. 


_ 


£ 


:w«,ht of 


mill 
inlsl 


PulU-y 


Mill 


power 


mil] 
ii> pound. 


3 X3 


36 X 6 


168 


32 


6 


0.5 


5,000 


3X4 


36 X 6 


168 


32 


8 


0.7 


5,500 


3X5 


36 X 8 


168 


32 


10 


0.9 


6,000 


4X3 


36 X S 


171 


29 


U 


1.2 


9,500 


4X4 


36X 10 


171 


29 


18 


1.5 


10,000 


4X5 


36 X 10 


171 


29 


22 


1.8 


10.600 


4X6 


42 X 10 


171 


29 


26 


2.1 


11,000 


5X3 


54 X 10 


171 


26 


24 


2.0 


19,000 


6X4 


64 X 10 


171 


26 


30 


2.6 


19,600 


6X5 


54 X 12 


171 


26 


36 


3.2 


20,000 


5X6 


54 X 14 


171 


26 


■ 42 


3,8 


21,000 


6X3 


66X 12 


171 


23 


50 


3 


35,000 


G-ki 


66 X 14 


171 


23 


62 


4.0 


36,000 


6X5 


66 X16 


171 


23 


74 


6.0 


37,000 


6X6 


66 X 18 


171 


23 


86 


6.0 


38,000 



The figures for power are for the mill while running, with balls carried 
up to center of mill. The pbwer will vary with the ball charge, and the 
power to start the mill will be approximately double that consumed while the 
mill is running. 

fThe ball charges are approximate only, as they will vary with the thick- 
ness of the lining and the exact point at which it is found desirable to carry 
the balls under the particular conditioiiB. 

JThe weights given are for the mills complete with head liners and driving 
shaft with pinion, bearings and plain pulley; but do not include shell Uners. 
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-Average Ball- Mill Capacities" in Tons per 24 Hr. 



Sixe of mill, ft. 



3X3 
3X4 
3X5 
3X6 
4X3 
4X4 
4X5 
4X6 
4X8 
6X3 
5X4 
5X5 
5X6 
6X3 
6X4 
6X5 
6X6 



10 



2-iD. feed 



1-in. feed 



>^-in. feed 



20 ! 40 



60 



Meeh product 
10 



20 ' 40 



60 



20 



40 





■ • • 


i 

■ • • 


• • • 


15 


12 


8 


5 


13 


9 


• • ■ 


■ • • 


• • • 


• • • 


19 


15 


10 


6H 


16 


11 




• • • 


• • • 


■ • • 


23 


18 


12 


8 


19 


13 


■ • ■ 


• • • 


• • • 


• • • 


26 


20 


14 


^H 


21 


15 


60 


40 


30 


20 


65 


44 


33 


22 


50 


36 


72 


50 


37 


25 


78 


55 


40 


27 


60 


43 


85 


60 


44 


30 


90 


66 


48 


33 


72 


52 


95 


70 


50 


35 


105 


77 


55 


38 


85 


60 


105 


80 


57 


40 


115 


88 


63 


44 


95 


68 


90 


60 


45 


30 


100 


66 


50 


33 


72 


64 


110 


90 


60 


40 


120 


100 


66 


44 


108 


72 


125 


110 


76 


50 


135 


121 


83 


55 


130 


90 


135 


130 


90 


60 


150 


143 


100 


66 


155 


108 


160 


100 


75 


50 


175 


110 


82 


55 


120 


90 


210 


135 


100 


75 


230 


150 


110 


82 


160 


120 


250 


165 


125 


100 


275 


180 


137 


110 


200 


150, 


280 


200 


150 

1 


125 


310 


220 


165 


138 


240 


180 



60 



6 
8 
10 
12 
24 
30 
36 
42 
48 
36 
48 
60 
72 
60 
90 
120 
150 



The Hardinge Mill (Fig. 97) consists of three sections. After 
the usual type of trunnion bearing the mill consists of a short 
conical section showing a sharp drop from feed entrance to maxi- 
mum mill radius. A cylindrical section of varying length then 
follows and toward the discharge end connects with a compara- 
tively long and conical section sloping, at considerably less pitch 
than at the feed end, toward the discharge. In principle it has 
been claimed that a separation and grading of the balls in sizes, 
resulting in a corresponding graduation in the force of the crush- 
ing blow, occurred in the mill to the extent that single-passage 
crushing might be advocated. The successive reduction of the 
ore particle from rock to sand or gravel to slime was pictured as 
an actual achievement and as a logical departure from the nor- 
mal current practice with cylindrical mills* These views have 



BALL MILLING 



125 



been proved somewhat fallacious. The balls do not segregate 
to the extent assumed, and careful investigation has proved that 
the discharge sections may consist of balls of a larger average 
size than the medimn of the balls used in the mill. A. F. Taggart 
(Trans. A. I. M. E., Sept., 1917) has also demonstrated that effi- 
cient Hardinge-mill operation cannot be effected by single-passage 




Fig. 97. — Hardinge pebble or ball mill.** 



grinding, and a return classification system is indicated as desira- 
ble, as with the cyUndrical mill. This would seem effectively to 
dispose of the 'graduated blow" theory. 

Standard Sizes of Hardinge Mills are given in Table XliVII. 
A summarized statement of data, consisting of the average 
performance of a number of these machines, is given in Table 
XLVIII. 
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Table XLVII. — Standard Sizes of Hardinge *Mills" 



MiU, 
ft. in. 



A, 

ft. in. 



B, 

ft. in. 



C, 
in. 



D, 
in. 



in. 



F. 
ft. in. 



Size of 

pulley, 

in. 



Gear 
ratio 



4HX13 


6- 6 


7-5 


11 


5 


9>i 


6-lH 


30X10 


82:17 


6X16 


8- 5 


9-9^ 


13>i 


6H 


12H 


8-lf^ 


40X12 


88:17 


6X16 


8- 5 


9-10 


16>i 


6H 


13?i 


8-2^ 


42X14 


88:17 


6X22 


8-11 


10-3^ 


13>4 


6H 


12H 


s-m 


40X10 


88:17 


6X48 


11- 1 


12-5^ 


13>i 


6>^ 


12H 


S-2H 


42X12 


88:17 


6X72 


13- 1 


U-5H 


13>i 


QH 


12>i 


10-2>4 


42X14 


118:17 


8X22 


11- 2H 


12 -%H 


13>i 


6H 


12H 


10-2>i 


42X12 


118:17 


8X22 


11- SVa 


12-8H 


16>i 


W 


ISH 


10-2H 


42X14 


118:17 


8X30 


11-iOH 


13-2K 


13>i 


6H 


12M 


10-2Ji 


42X14 


118:17 


8X30 


ii-iiH 


13-4^ 


16>i 


6M 


13H 


10-2M 


42X14 


118:17 



Note: Mills marked with a subscript "s" have 15-in. dia. bearings; other 6-ft. and 8-ft. 
mills have 13-in.'dia. bearings. 

Pulley size given for 4>i ft. X 13-in. mill is for Ball Mill only; 28-in. X 8-in. pulley 
furnished with Pebble Mill. 

For* position of over-all dimensions, A to F, see Fig. 97. 

Table XLVIII. — Hardinoe-Mill Data" 



Average maximum size feed, mm 

Average size feed, mm 

Average maximum size discharge, mm 

Average size product, mm 

Average per cent. — 200-mesh in discharge 

Average per cent. — 200 mesh in discharge — no 

slope 

Average per cent. — 200-mesh in discharge 0.5"- 

4" slope 

Reduction ratio range 

Reduction ratio, average 

Average size of discharge, mm. — ^no slope 

Average size of discharge slope 0.5" to 4" 

Average tonnage 

Average tonnage at no slope 

Average tonnage at 0.5" to 4" slope 

Average H. P 

Average ball or pebble charge, tons 

Average ball or pebble cons., lb. per ton 

Average per cent, water in feed 

Average revolutions per minute 



6-ft. X 16-in. 
ball mill 


8-ft. X 22-in. 
pebble mill 


44.5 


9.7 


9.0 


1.26 


6.0 


1.5 . 


0.37 


0.14 


28.9 


37.0 




44.3 




31.6 


7-67 


6-15 


39.6 


0.8 


1 


0.10 




0.17 


203 


110 




85 





128 


35.06 


35.6 


4.0 


4.5 


0.51 


1.94 


60 


58.7 


28 


27.8 ^ 
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Variable Pulp-Level Discharge in ball mills is provided for 
in the Allis-Chalmers Ball Granulator. In this machine the 
level of the pulp may be raised to a point approximately half- 
way between the trunnion and the periphery, or lowered to the 
periphery. This is accomplished by closing outer rings of 
openinf^ behind the screens and inside the mill end (see Fig. 98). 
Radial ribs are provided to elevate the crushed pulp and dis- 




Fia. 98. — Ball-granulator variable-discharge 



chaise it through the trunnion. Sundry data dealing with thiw 
type of mill are given in Table XLIX. 

Screen Analysis of Ball-Granulator Products and other infor- 
mation is given in Fig. 99 and refers to the operation of this type 
of machine at the property of the Engles Copper Mining Co., 
Keddie, Cal., on a hard diorite ore. 

The Abbe Spiral Discharge and Screen for ball milts (Fig. 100) 
consists of a convolute with diameter decreasing toward the center 
line of the mill. The spiral is lined with screening in the manner 
shown. The material is discharged from the mill at the outer 
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Table XLIX. — Standabd Sizes of Bjill Granulatorb " 



IS ! 
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Fro. 100.— Abb* ball roUL" 
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point in the spiral and is sifted by the screening. The oversize 
is automatically returned by the conveyor as shown In Fig. 101. 
The screened undersize follows the course of a second spiral 
underneath the screening, and is discharged from the center. 



Fio, 101. — Abb^ ball-mill dUcharee acreen.™ 

In the Eccleston Peripheral Discharge for ball mills (Fig. 102) 
screening is accomplished by means of grizzly-type liners which 
are adjustable, as regards spacing, throughout the length of 
the mill. In the type illustrated the interior of the mill is smooth, 
so that grinding action would result mainly from the abrasion 
of the sliding balls in contact with the ore. 
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Preliminary Load of Balls in a Ball Mill may be arranged to 
correspond with normal sizes found under ordinary operating 
conditions, but testa have shown that this is not always necessary 
and that the balls soon wear, so that a mixture of all sizes is 
produced. In starting up a 5-ft. Krupp mill it is customary 
to make up the load as follows: 

45 per cent, by weight of large balls weighing about 18 lb. 
20 per cent, by weight of medium balls weighing about 9 lb. 
35 per cent, by weight of small bolls weighing about 5 lb. 



FiQ. 102.— Peri jiheral-dLwharge hall mill." 

Sizes and weights of forged-steel balls in such mills are given 
in Table L. A special small cast -steel ball of J^ in., IM in., 
or 2 in. diameter is made by the AlLs-Chalmers Co., and weighs 
5 per cent, less than a hammered-steel ball of corresponding size. 

Size of Feed in Ball Milling should bt: in direct ratio to the ) 
diameter of the mill and the size of the balls used for grinding. ( 
In some instances a feed up to 6 in. in diameter has been effective 
where it has been found that fracture of the smaller rock was 
accomplished by the larger portions of the feed, but this is 
generally only feasible with a friable oi^' and a large mill. A 
uniform feed of 2-in. material, or thercaliouts, usually gives 
best results with an average-size (5-ft, diam.) mill. 
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Table L. — Sizes and Weights op Foroed-steel Balls'^ 



Diameter of balls, 
in. 



1 

IK 
IK 

2 

2K 



Weight of 

one ball, 

lb. 



Approx. 
number of 
balls in 
20001b. 



0.10 
0.15 

0.29 
0.50 
0..79 
1.18 
2.31 



20,250 
13,480 
6,230 
4,010 
2,520 
1,690 
860 



Diameter of 
balls, in. 



Weight of 

one ball, 

lb. 



3 


3.96 


3K 


6.34 


4 


9.48 


4K 


13.50 


5 


18.54 


5K 


24.65 


6 


32.00 ' 

1 



Approx. 
number of 
balls in 
20001b. 



505 

315 
211 
148 
108 
81 
63 



Low Feed Tonnage, in an attempt to make the mill do the work 
in a single passage, results in the grinding of a considerable pro- 
portion of the material beyond the required limit. In the ease 
where all-sliming is being practised it results in a decreased 
duty, on account of the formation of slime in the first half of the 
mill as a result of an almost immediate reduction of the finer 
material present in the feed. A further disadvantage and loss 
from insufficient feed is. seen in high ball consumption and exces- 
sive wear of the Uners at the discharge end of the mill. This 
objection does not apply to the conical mill, where Uttle 
effective grinding is performed at the discharge end and where 
wear of liners is proportionally Ught. Ball-Mill Feed should be 
increased to a point showing maximum grinding with minimum 
ball and Uner consumption. Ample feed insures high duty, 
because, under such conditions, there is always a layer of sand 
between the balls, even at the discharge end. It prevents 
excessive ball and liner wear by cushioning the blow between 
ball and ball, and ball and liner, with a layer of material to be 
crushed. The disadvantage of high feed is seen in the necessity 
for a correspondingly high-duty classifying and return system; 
but, as elevating classifiers perform this operation at an insig- 
nificant cost, the final advantage is always in favor of an ample 
ball- or tube-mill feed, with a closed-circuit return system. 
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The Close-Circuit System of tube and ball milling has been 
shown by numerous investigations to give maximiun eflSciency, 
largely because it would be impossible to adjust any mill of this 
type to exactly fulfill momentary duty. Single-passage crushing 
to exact requirements is not practicable, because the apparatus 
has no flexibiUty and would be unable to cope with slight variations 
in tonnage with any prospect of efiicient operation. The reason 
for improved output with closed-circuit grinding is due to the 
fact that provision is made for the removal of material already 
ground sufficiently fine, and at the earliest possible moment. 
It permits an effective visible control of operations in the quantity 
of classifier return, with the result that, at the outset of an ac- 
cumulation in the circuit, the necessary steps can immediately be 
taken (by increasing pebble load or altering moisture conditions 
in the mill feed) to increase the grinding without stopping the 
feed or permitting any material alteration in the composition 
of the final product from the classifiers. The grates in certain 
types of ball mills were originally constructed with the idea of 
screening the pulp; but it is now becoming reaUzed that if any ore 
particles have reached the discharge end of the mill without 
being ground to the required size nothing will be gained by re- 
taining them there, where no provision exists to crush or grind 
more than the normal flow. Grates, when used, are now provided 
with larger openings, which permit the passage of partly-ground 
ore; and more reliance is placed on the efficient operation of a 
mechanical classifier to separate the finished from the unfinished 
product, and to return the latter to the feed end of the mill. If 
the grate were used as a screen, and if any particles of ore in the 
pulp were insufficiently ground when the screen were reached, 
there would be an immediate accumulation, which would interfere 
with the operation of the mill. The work of grinding increases 
as reduction in particle size proceeds, so that the smaller duty in 
the primary stages of grinding in a cylindrical mill is counter- 
balanced by the provision of an ample pulp return to the feed end. 

Comparisons Between the Work of Crushing in Wet or Dry 
Ball Mills show increased duty with tbe use of water, A,t the 
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same time wet crushing involves shorter life for liners and 
increased consmnption of steel balls. In summing up it may be 
said that the advantages are in favor of wet crushing, where 
possible, because first cost is practically the same for either 
type of mill, so that depreciation and capital charges on wet 
crushers are less per ton crushed than in the case of the dry 
type. Power is also practically the same whether the mill is 
crushing wet or dry, and this fact also influences the comparison 
in favor of wet crushing. 



SECTION X 

GRINDING IN CHILEAN, HUNTINGTON, AND 
SIMILAR TYPES OF MILLS 

The Chilean Mill (Fig. 103) consists of a shallow circular 
trough of a diameter which denotes the size of the mill. Large- 



FiQ. 103.— Chilean mill." 

diameter rollers of comparatively narrow face are revolved in 
the trough, and the ground product is discharged through 
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appropriate screening. Details of construction will be found in 
T^ble LI, and operation in Table LII. 

The Lane Mill is an improved Chilean mill operating at a slow 
speed with an overflow discharge generally without screening. 
A bed of ore is kept between tires and die, and the mill is sur- 
moimted with a weight tank, which, when filled with rock or 
other heavy material, adds to the crushing power of the tires. 
Comminution is insured by a combination crushing, grinding, 
and abrasive action. Construction details are given in Table 
LIU, general operating data in Table LIV, and screen anal^'ses 
in Table LV. 



Table U. — Chile an- Mill Data" 



Sise 


Weight of 
heaviest piece 


Horsepower 


Speed of 
mill r.p.m. 


Total 
weight 


5' 
6' 

8' 


8,000 lb. 
11,0001b. 
45,000 lb. 


30 
40 
60 


35 
30 
20 


38,000 lb. 

50,000 lb. 

125,000 lb. 



Table LII. — Chilean-Mill Performance^^ 

Ore Quartz-porphyry 

Screen IJ^ mm. round hole punched 

Die weight 1722 each when new, total 2526 lb. 

Tons feed per 24 hours . . 237 
Per cent, solids in feed . . 24 . 9 
Ratio solids to water. ... 1 to 3 
Tons dry feed per H.p. 

day 6.485 

H.p. per hr 36.70 

Wear per ton crushed: 

dies 0.115331b. 

tires 0.291531b, 
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Table LII. — (Continued) 



Screening analysis 





Meeh 


Opening, in. 


Opening, mm. 


Percentage by weight 




Feed, 
Per cent. 


Discharge, 
Per cent. 




+4 


0.185 


4.699 


0.94 






+6 


0.131 


3.327 


7.71 






+8 


0.093 


2.362 


16.49 


0.05 




+ 10 


0.065 


1.651 


11.84 


0.10 




+ 14 


0.046 


1.168 


8.98 


1.07 


• 


+20 


0.0328 


0.833 


7.18 


3.63 




+28 


0.0232 


0.589 


7.43 


7.75 




+35 


0.0164 


0.417 


6.04 


9.08 




+48 


0.0116 


0.295 


4.80 


9.38 




+65 


0.0082 


0.208 


3.89 


8.53 




+100 


0.0058 


0.147 


3.76 


8.95 




+150 


0.0041 


0.104 


2.58 


6.23 




+200 


0.0029 


0.074 


1.82 


4.21 




-200 




* 


16.54 


41.02 




100.00 


100.00 



Table LIU. — Lane-Mill Construction Details** 

Size of mill 



Capacity, tons per 24 hours 

Speed of mill, r.p.m 

Speed of pulleys, r.p.m 

Size of pulleys 

Power required to operate 

Net weight 

Weight of heaviest piece (i) 

Height 

Floor space occupied (ii) -. . . 

Distance between feed and discharge 

levels (iii) 

(iv) 

Proper size of feed 



7 ft. 


10 ft. 


20-30 


40-50 


11 


8 


290 


260 


24" X 10" 


24" X 12" 


12 h.p. 


20 h.p. 


17,000 lb. 


26,450 lb. 


1,240 lb. 


1,240 lb. 


6 ft. 


Oft. 


9 ft. X 15 ft. 2 in. 


12 ft. X 18 ft. 


1 ft. 10 in. 


2 ft. 2 in. 


6 ft. 5 in. 


6 ft. 9 in. 


1 in. 


1 in. 



(i) For mule-back transport, 250 lb. 

(ii) With overhead drive reduce larger dimenstion by 6 ft. 

(iii) When discharging into pan 

(iv) When discharging into overhead distributor 
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Table LIV. — ^Lane Slow-Speed Chilean-Mill Data** 



Data 



6 



Site of mill, in feet 

Time in actual operation 

Capacity, tons in 24 
hoiira 

Horsepower required 

Gallons of water used per 
minute 

Height of discharge, ins. 

Mesh of screen, if any. . . 

Character of ore 

Mesh of discharged pulp. 

Time shut down for re- 
pairs 

Cost of repairs, per ton . 

Sise of feed, inches 



7 
A . 

24 

7 

M 

4 

30 

med. 

44 

5 dy. p. mo. 
5c. 
H 



10 
2 yr. 

40 
10 

B 
4 

8 



10 
3yr. 

55 
12 

D 

7 



7 I 

G ! 

-V i 

9 



7 
8 mo. 

20 

7 

7 
6 



10 
18 mo. 



30 
10 

15 

7 



bard 


soft 


hard 


? 


hard 


40 


E 


H 


I 


J 1 


1 

C 


2 hr. 


? 


• • 




5c. 


F 


? 


3c. 


5c. 


1 

1 

1 


H 


H 


H 


1 



10 
K 

45 
8 

few 

7H 

med. 
L 



4c. 
1 



REMARKS 



A — Total crushed in 8500 tons. 

B — Same as a 10-stamp mill. 

C — Repairs made while cleaning up. 

D — Have an unlimited supply of 
water. No record kept of con- 
sumption. 

E — 90 per cent, is minus mesh. 

F — ^Lower than stamps. 

G — 00 shifts to date. 



H — 80 per cent, is minus 100 mesh. 

I — 05 per cent, is minus 100 mesh. 

J— 68 per cent, is minus 100 mesh. 

K — Milled a total of 7000 tons to date of writ- 
ing. 

L — ^73 per cent, is minus 100 mesh. 

M — 16,000 gal., per 24 hours. 

Where not otherwise stated, no screens were 
used. 



1. In Arisona. Considers Lane better than stamps. Feed direct from crusher to Lane 
mill. 

2. tn southern Nevada. An excellent fine grinder and amalgamator. 

3. In Idaho. An ideal amalgamator; 81 per cent, caught in the mill itself. 

4. In California. Not satisfied. Grinds too fine. Capacity limited. 

5. In Idaho. Better than stamps as a crusher; less wear and less water needed. 

6. In Nevada. Ore extremely hard; free milling; 80 per cent, of pulp through 60 mesh. 

7. In Texas. An excellent machine for fine grinding. 

The above data were obtained in August, 1912, from correspondence with companies 
actually operating the mill. 
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Table LV. — Lane-Mill Screeki no-Discharge Analtbis" 



He^ht of overflow dis- 
charge 

Screening used 

Percentage of solution 
ore pulp 

R.p.m. otmill 






Screening Analysis 




Perwnt. 


PerMOt. 


p,,»„.. 


+65 

+ 100 
+200 
-200 


30.9 
15.12 
19.9 
34.08 


11.9 
10.2 
26.6 
46.3 


35.9 
9.5 
13.2 
41,7 




100.00 


100.00 


100.00 



The Operation of High- and Low-Speed Chilean Mills is given 
in Table LVI. 



Fio. 104. — Denver quarta mill." 
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The Denver Quartz Mill (Fig. 104) consists of four rollers with 
convex edges running in a concave die. A scouring action 
is claimed, which favors the subsequent amalgamation of gold. 
The mills are built in three standard sizes, viz. : 3 ft. 6 in., 5 ft. 
6 in., and 8 ft. in diameter. The muller rings and mortar liners 
are made of steel or hard iron. 

The Himtington Mill consists of a circular pan with a central 



Fia. 105. — Huntineton mill with ii 



spindle from which are suspended four arms carrying rollers. 
These rollers operate centrifugally and crush the material against 
a ring die. A screen is arranged just above the level of the rollers. 
This type of mill has a limited application, on account of the 
necessity for a smaller feed than is required by many other 
secondary crushers, but has been used largely as an amalgamator 
and crusher on small properties. A diagram of this type of 
mill will be found in Fig. 105 and details of operation in Table 
LVII. 
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Table LVII. — Huntington- Mill Data" 



Size, ft. 


Total weight, 
lb. 


Weight of 

heaviest piece, 

lb. 


Pulleys, inches 


H.p. 


3K Sect. 

5 

6 


6,700 

6,900 

16,300 

44,000 


1,600 

300 

5,500 

14,050 


24 X 5K 
24 X 5H 
30 X 8H 
48 X 12M 


5 

5 

8 

15 



Capacity in Tons per 24 Hours and Speed of Countershaft for 

Different Feeds 





t 


>^-in. feed 






>^-in. feed 






K-in. feed 




Size of mill, 
ft. - 










■ 










• 

a 

• 

a 


Capacity 


Mesh 


a 

• 

P4 


Capacity 


Mesh 


• 

a 

• 

P4 


Capacity 


Mesh 






6 to 9 


100 














3M 


"150 


16 to 22 


40 


135 


15 to 22 


40 








- 




23 to 46 


20 




26 to 38 


20 












9 to 15 


100 














6 


166 


25 to 36 


40 


150 


26 to 35 


40 


134 


20 to 28 


40 






• 50 to 75 


20 




42 to 62 


20 




35 to 50 


20 






17 to 28 


100 




■ 










6 


216 


47 to 65 


40 


195 


47 to 66 ' 


40 


174 


38 to 52 


40 


1 


■ t 


k92 to 140 


20 

1 




78 to 115 


20 




65 to 93 


20 



The GiiflBn Mill operates by means of a single roller attached 
to a vertical shaft which is thrown out by centrifugal force against 
a ring die. Details of the operation of 16 of these mills, since 
replaced by Krupp ball mills, are given in Table LVIII. The 
fineness of the product will be noted. The mill has found small 
favor among operators, on account of constant necessity for 
repairs and renewals. 
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Table LVIII. — Griffin-Mill Data^ 

Mine Gt. Boulder Perseverance. 

Size of mill No. 11. 

Diameter of crushing roll 15 in. 

Diameter of ring die 30 in. 

R.p.m. of shaft 198 

Life of die rings 18 days 

Life of roll bodies 6 months 

Life of roll tires v 9 days 

Size of feed To pas5 IH-in. ring 

H.p. consumption 18 

Output 37 tons per day 

Screening 14 X 14 X 22 I. S. W. G. 





Screening ai 

With 14-me8h screen 

of 22 I. S. W. G., 

per cent. 


lalysis 




Mesh 


With lO-mesh screen 

of 21 I. S. W. G., 

per cent. 


With lO-mesh screen 

of 20 I. S. W. G., 

per cent. 


+ 20 


0.30 


3.50 


2.59 


-20+30 


1.00 


5.15 


4.00 


-30+40 


2.20 


4.75 


4.50 


-40+60 


5.50 


8.75 


7.15 


-60+80 


5.35 


5.25 


5.36 


- 80 + 100 


4.15 


4.00 


4.85 


- 100 + 120 


2.00 


2.65 


2.25 


- 120 + 150 


7.35 


5.00 


6.00 


-150 + 200 


4.05 


2.15 


1.65 


-200 


68.10 


58.80 


61.75 




100.00 


• 

100.00 


100.00 



The Sturtevant Ring Roll Mill (Fig. 106) takes a feed up to 
IJ^ in. In the operation of this type of mill the ring is revolved 
and the rolls are held against the ring by pressure. The product 
from the mill may be screened and the oversize returned for 
further reduction (see Fig. 107). 

The Marathon Mill (Fig. 108) consists of a grinding drum, 
mounted on a cradle in such a way that fall between feed and 
discharge levels may be adjusted to suit requirements. The 
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grinding media consist of loose steel bars of a longitudinal 
dimension equal to the length of the mill. The shell is lined with 
steel plate having corrugations which tend to produce a wave 



Fiu. 106. — Sturtevant riog-rul! mill." 
F«d enters hopper at H. 

Spout S delivers it at uotre ot coocave rrvulving rina wherp it ia atrongly held by cen- 
trifugal torce until criufaed ofl by the rollB. disobariini at D. 
A Soiiiig-preaMd roUa driven by centrifugaUy-beld material. 

B nuid revolving HoB drives all three rolls on 1" Utyer of centrifugally-held material. 
C Tluck layer of ceDtnfugally-beld, ungtound rock. 
Z> Ground rook eruAed on baUi sidee td ring. 

motion among the rods during the revolution of the mill. The 
mill is driven by spur gearing which is arranged centrally and 
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Pio. 107. — Ring-roll grindinE with n 
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between two tire rings that rest on four roller-ring bearings. An 
important feature of the operation of the Marathon mill is that 
the rods space themselves at definite distances from each other, 
according to the size of the particles in the feed and the product, 
the spacing decreasing toward the discharge end of the mill. The 
action is, therefore, somewhat similar to that occurring in roll 
crushing, small particles of ore being able to pass through the 
entire mill without further and possibly uneconomic reduction 
in size. The efficiency of the mill is, therefore, high — the mo- 
mentum of each rod (and consequently its effectiveness) is dis- 
tributed over the entire length. This is in distinct contrast to 



Fia. 108.— Marathon mai." 

the action in an ordinary ball mill, where impact is, necessarily, 
concentrated in one spot, and where low efficiency may result 
because of unproductive blows — unproductive either from the 
mechanical or economic point of view. The result of the 
distributed impact in a Marathon mill is that the discharge is 
remarkably even. When the various controlling factors have 
been adjusted, in conformity with the grade of product necessary, 
the results are often noteworthy. Other than under abnormal 
conditions, little or no undersize and practically no oversize 
escapes. The general characteristics of the discharge will alter 
proportionately as the feed is forced, but the evenness of the 
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Table LIX. — Marathon-Mill Performance *' 



Test No. 1 



Teat No. 2 



Ore 

Size of mill 

Iron rod size . .". 

Charge of rods 

Motor used 

Speed 

Ratio solids to water. . ; 

Horsepower per hour 

Dry feed per horsepower hour, tons 

Tons dry feed per 24 hr . . . '. 

Wear of liners per ton ground 

Wear of rods per ton ground 



Quartz monzonite porphjory 

3 ft. by 7 ft. 

^ in. to 2 in. diam. 

70001b. 

25 h.p. 

30 r.p.m. 



1 to 1.8 
18.60 
0.5316 
236.5 
0.2313 lb. 
0.63697 lb. 



1 to 0.67 
22.50 
0.8184 
440.0 

0.141491b. 
0.39296 lb. 



Screening Analysis 



Mesh 



Test No. 1 



Opening, 
in. 



Opening, 
mm. 



Test No. 2 



Feed, 
per cent. 



Discharge, 
per cent. 



Feed, 
per cent. 



Discharge, 
per cent. 



-K4 

+ 6 

+ 8 

+ 10 

+ 14 

-f 20 

+ 28 

+ 35 

+ 48 

+ 65 

+ 100 

+ 150 

+ 200 

- 200 



0.185 

0.131 

0.093 

0.065 

0.046 

0.0328 

0.0232 

0.0164 

0.0116 

0.0082 

0.0058 

0.0041 

0.0029 




4.699 
3.327 
2.362 
1.651 
1.168 
0.833 
0.589 
0.417 
0.295 
0.208 
0.147 
0.104 
0.074 



0.13 


• • • • 


0.09 


6.49 


• • • • 


9.37 


17.12 


0.01 


21.58 


13.40 


0.28 


15.90 


10.44 


2.12 


13.55 


8.51 


7.06 


11.14 


8.35 


14.77 


10.42 


6.61 


14.43 


6.96 


5.30 


11.68 


3.92 


3.91 


8.72 


1.97 


3.78 


8.05 


1.15 


2.46 


5.15 


0.66 


1.29 


2.67 


0.37 


12.21 


25.06 


2.92 


100.00 


100.00 


100.00 



• 0.04 

0.81 

4.90 

12.05 

15.55 

16.82 

12.50 

8.53 

5.43 

4.67 

2.82 

1.70 

14.18 

100.00 



product will remain a distinguishing feature of the result. The 
wear on rods is not abnormal, but they must be replaced when 
worn to a certain size; and this detracts, to a small extent, 
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from the net efficiency of results. The principle underlying the 
action of the mill is sound. 

Details of Results of Marathon-Mill Operation are given in 
Table LIX and refer to tests made with this type of mill in com- 
petition with Hardinge pebble and Chilean mills. Improved 
results were obtained in the second test and may be traced to 
(a) better classification of feed and elimination of slime from 
same, (6) higher tonnage, and (c) reduction in feed moisture 
percentage. The reduced wear in rods and liners in the second 
test is also an indication that the previous test was made on an 
insufficient feed to protect these parts from self -abrasion. Manu- 
facturer's information about these mills is given in Table LX. 

Table LX. — ^Marathon-Mill Data ** 





Size 


Capacity in tons per hour , 














Horse 
power. 


Weight 










1 


about, 


No. 


Outside 


Inside 


At initial 


Stage reduction 


about 


lb. 




diameter 


length 


grinding 


or regrinding 






1 


16 in. by 3 ft. 


up to H or ^ 


up to 1 to IH 


1 


2,000 


2 


t 16 in. by 4 ft. 


up to K or 1 


up to IH to 2 


1 


2,500 


3 


22 in. by 6 ft. 


up to 2 or 3 


up to 4 to 6 


4 


7,000 


4 


26 in. by 8 ft. 


up to 4 or 5 


up to 8 to 10 


8 


12,000 


5 


26 in. by 10 ft. 


up to 5 or 6 


up to 10 to 12 


10 


13.000 


6 


36 in. by 8 ft. 


up to 10 or 12 


up to 20 to 26 


20 


26.000 


7 


36 in. by 10 ft. 


up to 12 or 15 


up to 25 to 30 


25 


32,000 


8 


48 in. by 8 ft. 


up to 25 or 30 


up to 50 to 60 


35 


45.000 


9 


48 in. by 10 ft. 


up to 35 or 40 


up to 70 to 80 


45 


55,000 



No. 



Floor space, 

width, length, height, 

in feet 




Pulley size 

diam. and face, 

in. 



Rod charge, 
lb. 



1 


2 


4H 


2 


2 


53^ 


3 


23^ 


7y2 


4 


4 


11 


5 


4 


13 


6 


5M 


11 


7 


6H 


13 


8 - 


7 


11 


9 


7 


13 



3 


42 


15X 5 


850 


3 


42 


15X 5 


1,110 


4K 


38 


24X 6 


2,160 


7 


35 


24X10 


3,500 


7 


35 


24X10 


4,000 


9 


30 


29X11 


7,000 


9 


30 


29X11 


9,000 


10 


28 


38X12 


14,000 


10 


28 


38X16 


18,000 



SECTION XI 



ROLL CRUSHING 

Crushing Rolls (Fig. 109) consist^ fundamentally, of two 
parallel shafts, one of which is fixed and the other movable. 
These shafts carry metal cores on which are fixed the crushing 
shells. These latter consist of short cylinders of steel and 
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Fig. 109. — Crushing rolls. ^i 

revolve in opposite directions, tending to lock the ore fed be- 
tween them and by a pinching action crush it to a size propor- 
tionate to the dimension of the opening between roll faces. 
Crushing pressure is maintained by means of springs, 
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Fio. HO. — Cpuahing-roll diagram," 
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The Crushing-RoU Diagram (Fig. 110) may be used for the 
determination of average roll sizes, capacities, and speeds. An 
illustration of the use of the diagram on the assumption that it 
is required to reduce 25 tons per hour of 2-in. material to '^i ^^^ 
is given as follows: 

To determine diameter of roll required: Find -the size of feed 
(2 in.) in the column at the left of the diagram and follow the 
horizontal line leading from this size to the point of intersection 
with the diagonal 3^^-in. product line in the series marked ^* Prod- 
uct Unes to determine size of rolls." From this point follow 
the nearest vertical Une to the top of the diagram. The roll 
diameter thus found (38 in.) is the theoretical minimum diameter 
that can be usqd to reduce 2-in. feed to M in. As this is not a 
standard diameter, the nearest larger size of standard dimension 
should be used, which would be 42 in. 

To determine speed at which 4^'in. rolls should run: Find the 
size of feed on the curve marked "Size of feed in inches to deter- 
mine correct peripheral speed," and follow the horizontal line 
to the left, to the column marked "Peripheral speeds, feet per 
minute," which will give a speed of 700 ft. per minute. 

To determine the capacity of a 4^'in. roll running at 700 ft, per 
minutCy making a }i^n, produ^: From the given speed (700 ft. 
per minute) follow the horizontal Une to the right to the point of 
intersection with the 3^^-in. product Une in the series marked 
"Product Unes to determine capacities." Directly underneath 
this point at the bottom of the table will be found a capacity 
given of 1.8 tons per hour per inch of face. From this we find 
that it wiU require a roU 14 in. wide to give a capacity of 
25 tons per hour, but as this is not a standard width for a 42-in. 
roU, a 42 by 16-in. roll may be adopted. 

Summing up the above we have determined that a 42 by 16-in. 
roll running at a speed of 700 ft. per minute wiU reduce 28.8 tons 
of 2-in. material to 3^ in. per hour. 

The above capacities are based on 25 per cent, of the theoretical 
tonnage of a ribbon of crushed ore of thickness equal to the 
distance between the roU faces, and assuming that the ore 



152 



HANDBOOK OF ORE DRESSING 



weighs 100 lb. per cubic foot. In the above example the the- 
oretical capacity in tons per hour 

= (60 X 16 X >^ X 200 X 100) -^ (2000 X 144) 

= 116 tons per hour 

= 29 tons per hour at 25 per cent, efficiency. 

To find the R,p,m, of the roll at the above peripheral speed: 
Follow the curve for 700 ft. per minute to the point where it 
intersects the vertical Une under 42-in. diameter roll, and then 
follow the horizontal line from this point to the right of the 
diagram, where it will be found that this corresponds to 63 r.p.m. 

Crushing-Roll Capacities at Various Speeds may be determined 
by the aid of Table LXI, giving certain factors in ratio to periph- 
eral speed in feet per minute. The capacities resulting are 25 per 
cent, of the theoretical capacity and. the height of ore has been 
assumed to be 100 lb. per cubic foot. To find the capacity of the 
rolls in tons per hour, multiply the factor opposite the peripheral 
speed by the distance the roll faces are set apart in inches, and 
the result by the width of the roll face in inches. 



Table LXI. — Factors for the Determination of Crushing-Roll 

Capacities at Various Speeds *^ 



Peripheral 

speed, 
ft. per min. 

1 


Factor 


Peripheral 
ft. per min. 


Factor 


Peripheral 

8|3G6Clf 

ft. per min. 


Factor 


400 


2.08 


675 


3.51 


950 


4.94 


425 


2.21 


700 


3.64 


975 


5.07 


450 


2.34 


725 


3.77 


1000 


5.20 


475 


2.47 


750 


3.90 


1050 


5.46 


500 


2.60 


775 


4.03 


1100 


5.72 


525 


2.73 


800 


4.16 


1150 


5.98 


550 


2.86 


825 


4.29 


1200 


6.24 


575 


2,99 


850 


4.42 


1250 


6. 50 


600 


3.12 


875 


4.55 


1300 


6.76 


625 


3.25 


900 


4.68 


1350 


7.02 


650 


3.38 


925 


4.81 


1400 


7.28 
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Diy -Crushing Rolls, although possessed of a wide range of 
adaptability, have an application limited to the production of 
material usually no finer than 10 to 15 mesh. Wet-Crufihing 




Fki. 111. — UittBram illuBtraling angle of nip in roll operation." 

Rolls may be operated to produce & finer product, e.g., 30 mesh.l 
Best practice in either case is indicated where a reduction of no 
more than four to one in diameter is achieved in one [ 
through each machine. 



Fio. 112. — Chilled-iron eomigated roll shell." 

The Angle Of Nip (Fig. Ill) is the angle formed by tangents 
from the points of contact of rock and roll periphery. This 
ai^le varies with the diameter of the rolls and the distance 
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between the taces. The coefficient of friction is u^ally taken 
as 0.30 aod the angle of nip 31". 

Corrugated Roll Shells (Fig. 112) enable a larger-sized feed 
to be handled in a small set of rolls than would be the case if 
smooth-faced shells were used. 

Even Wear of Tires is aided by an adjustment arranged to 
move the stationary roll in either direction along Its axis. A 
type of this apparatus is illustrated in Fig. 113. 

Hollow Roll Faces are usually caused by uneven feeding. 



Fia. 113. — Lateral adjustment mechanism." 

This necessitates the removal of the rolls and the turning down 
of the faces in a lathe, 

Corrugatioil of Roll Faces is largely caused by excessive s'se 
of feed beyond the dimension indicated by the angle of nip as 
the maximum. A second cause is found in the case where both 
roll faces are not traveling at identically the same speed. 

Rolls with Fleeting Action (Fig. 114) carry an automatic lateral 
adjusting device whereby one roll moves across the face of the 
other roll twice an hour. The degree of movement depends in 
some measure on the size of the material being crushed. The 
object of this device is to prevent corrugations. 
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Adjustment of Product Size is usually made by means of gears 
operated by a crank. In the type illustrated (Fig. 115) parallelism 
of the roll faces is insured by simultaneous movement of both 
roll faces, and the desired adjustment is maintained by means of 




a key engaging the teeth of the pinion to which the shaft is 
attached. 

Springs in Rolls are provided in order to prevent damage to 
frames and tension rods by the presence of steel or other un- 
breakable material in the feed. 



HANDBOOK OF ORE DRESSINO 



FiQ 1 16. — Roll adjuBtmi 



6- — Sturtevaot balanced roUa.' 
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Rigid Rolls, as their name implies, have no springs and, in 
consequence, operate with less vibration. They are particularly 
well adapted for crushing comparatively fine product where there 
would be less likelihood of the presence of steel of a size to do 
material damage. 

Balanced Rolls (Fig. 116) are designed so that parts moving 
oppositely have equal weights and meet at equal speeds, and it 



Fig. 117. — Convertible- type crushing rolls." 

is claimed that shocks are balanced, stresses minimized, and 
corrugations avoided to a considerable degree. 

In Convertible-Type Rolls the rigid and spring roll parts are 
interchangeable. Details of construction of bearings, frame, 
and shaft of this type are given in Fig. 117. 

Power for Roll Crushing is usually transmitted to a pulley 
fixed on a shaft extension of the fixed roll. The movable roll 
is generally connected with a small pulley, the function of which 
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is to transmit sufficient power to the roll to which it is connected 
to keep it revolving when not crushing. 
The High Pressure Borne by Roll Bearings necessitates ample 



Fia. 118. — Car-box roll hearing," 

and efficient lubrication to obviate beating. Figure 118 shows a 
modification of the ordinary railroad-car, journal method of 
lubrication, which has been auccessfuUy adopted for roll require- - 
ments. 



SECTION xir 

REGRINDIKG OR SLIMING IN PANS AND TUBE MttLS 

The Grinding Pan (Fig- 119) consisla typical^ of a circular 
cast-iron trough, usually 5 ft. in diameter, fitted with flat-faced 
renewable dies. These form the lower grinding surface, which 
is stationary. The upper grinding surface consists of renewable 
shoes attached to a tnuller plate, spider, yoke, and central shaft. 



Ftci, 119. — Wheeler (triadinE pnn.' 

to which power is applied through bevel gearing underneath the 
pan. The discharge is usually in spitzkaeten form, and arrange 
so that any unground product overflowing is returned automati- 
cally to the pan for further reduction. 

Pan Shoes and Dies vary in number from 8 to 18 of each per 
pan. They are usually 2J^ or 3 in. thick and are made either 
locally at the mine from pig iron and scrap or other mixture, or 
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purcbased in the form of hematite iron. The life of these wearing 
parts varies with the kind of work the pan is called upon to per- 
form and the class of material used. Shoes locally cast from 
scrap usually last about a month. Better-quality material will 
insure a life of from 6 to 9 months. 



Fio. 120. — Standard amBlsamating and grindinE pan, with central-pipe feed.*' 

Central Feed for Grinding Pans may be arranged by a system 
of pipes leading from a feed-box around the top of the spider 
(Fig. 120) or by means of a central feed cylinder (Fig. 121). 
With the latter arrangement all feed must necessarily pass be- 
tween shoes and dies before reaching the pulp-discharge point. 

A Classifying Pipe Discharge may be arranged through the 
side of the pan (see Fig. 121). A pipe extends into the pan 

Fra. 87.— Metal atanip-Btem KuidaB." 
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Fio. 121. — Cylinder central feed for grinding puna. 





SECTiOMTHROUGH SECTiONTHROUGH 

AB CD 

Pro, 122. — CompensatinK weighta for grinding pan.' 
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and terminates about halfway toward the center in a bend or 
elbow. A classifying action based on centrifugal forces occurs, 
the coarser particles being kept toward the edge of the pan. 

Compensating Weights, to allow for loss of weight occasioned 
in wear of shoes, are an important factor in the eflScient working 
of an ordinary grinding pan. Inabihty to reaUze this fact con- 
stitutes one of the principal reasons for failure. The type of 
weight shown in Fig. 122 is used extensively, and was originally 
designed at the Ivanhoe Mine, West Australia. The ring 
weighs 600 lb. and is slipped on over the yoke, and rests on the 
muUer plate. Grading analyses with pans driven at 57 r.p.m. 
and consuming 63^^ h.p. are given in Table LXII. 

Table LXII. — Effect of Compensating Weights in Pan Grinding ^ 

Discharge grading analysis 





18 tons per day 


22 tons per day 


Screening 


With 

compensating 

weights, 

per cent. 


Without 

compensating 

weights, 

per cent. 


With 

compensating 

weights, 

per cent. 


Without 

compensating 

weightp, 

per cent. 


+ 40 

- 40+ 60 

- 60-1-100 
-100+150 
-150 


0.3 
11.7 
11.7 

76.3 


3.5 
48.5 
10.2 
37.8 


0.1 

1.7 
24.2 
18.5 
55.5 


0.5 

16.7 

50.2 

8.9 

23.7 




100.0 100.0 100.0 .100.0 



The Advantages of Grinding Pans, for small- or medium- 
tonnage operations are seen in 

(i) Immediate accessibility of all parts. 
(ii) Availability as amalgamators, 
(iii) Small unit capacity, resulting in less disorganization in mill output 

during repair. 
(iv) Low unitary power consumption with no extra or overload provision 

necessary for starting up; 
(v) Wearing parts of simple shape and design and can be cast from 

scrap metal, 
(vi) Rapid discharge of groimd material with less necessity for elimi- 
nation of fines from feed than with other types of fine grinders. 
(vii) Automatic return of unground product to body of pan. 
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Criticism Against Grinding Pans has been too often based on 
the experience with an ancient type of apparatus known as the 
standard grinding and amalgamating pan (Fig. 120). In this 
machine the number and dimensions of both shoes and dies are 
inadequate, the grinding area is insufficient, and no provision 
exists to maintain grinding-surface weight. The principal ob- 
jection against grinding pans is that they require adjustment 
and are not so fool-proof as tube mills. 

Grinding Pans may be used either as Stage Grinders or as 
Slimers. Details of operation in both capacities are given in 
Tables LXIII, LXIV, and LXV. 



Table LXIII. — Operation of Pans Used for Stage Grinding' 



Mine 



Sons of Gwalia 



Material 



Classified sand 
product 



L. V. Consols 



Gt. Fingall 



Condition of material 



Raw 



Middlings from 
Wilfleys 



Raw 



Sand 



[Raw 



R.p.m 

H.p 

Size of pan . . 
Tons per daj^ 



45 

5 ft. 
33 



Type of pan Wheeler 



45 

7 

5 ft. 

30 

Wheeler 



45 

5 

5 ft. 

33 

Forwood 

Down 



Screening Analysis 



Mine 


Sons of Gwalia 


L. V 


. Consols 


Gt. 


Fingall 


Mesh 


Feed, 
per cent. 


Discharge, 
per cent. 


Feed, 
per cent. 


Discharge, 
per cent. 


Feed, 
per cent. 


Discharge, , 
per cent. 


+ 40 


50.5 


12.5 


28.34 


4.00 


66.8 


26.6 


-40-1-60 


30.0 


27.5 


9.19 


2.5 






-60+80 






21.06 


14.75 






- 80 + 100 


17.5 


24.0 


6.32 


8.52 






- 100 + 120 






9.88 


17.80 






- 120 + 150 


1.5 


7.5 


2.78 


5.65 


18.2 


50.3 


- 150 


0.5 


28.5 


22.43 


46.78 


15.0 


23.1 




100.0 


100.0 


100.00 


100.00 


100.0 


100.0 
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Tablb LXIV. — Operation op Pans Used for Fine Grinding^ 



Mine 



Material 



Condition 



Gold recovered in pans by 
amalgamation 



Kalgurli 



Sand 



Roasted 



12 % of value 
of ore 



Associated 



Ore 



Roasted 



22% of total 
recovery 



L. V. Consols 



Concentrate 



Roasted 



51 % of total 

value of 
concentrate 



R.p.in 

H.p 

Size of pan . . 
Tons per day 
Type of pan. 



53 



5 ft. 

8-10 

Wheeler 



47 

5.2 

5 ft. 

15 

Wheeler 



40 

7.a 

5 ft. 
30 
Wheeler 



Screening Analysis 



Mine 



Kalgurli 



Associated 



L. V. Consols 



Mesh 


Feed, 
per cent. 


Discharge, 
per cent. 


Feed, 
per cent. 


Discharge, 
per cent. 


Feed, 
per cent. 


Discharge, 
per cent. 


+ 40 


18.1 




5.99 


0.05 


17.81 




-40+60 


21.2 




16.45 


0.08 


5.87 


0.38 


-60+80 


• ■ • • 




10.90 


0.28 


19.52 


3.97 


- 80 + 100 


42.2 




7.63 


0.89 


5.55 


4.35 


- 100 + 120 


6.1 


1.16 


4.31 


1.63 


9.07 


9.30 


- 120 + 160 


6.1 


5.89 


4.95 


2.51 


4.77 


5.60 


- 160 


' 6.3 


92.95 


49.77 


94.56 


37.41 


76.40 




100.0 


100.00 


100.00 


100.00 


100.00 


100.00 



Wheeler-Type Grinding Pans were previously in use at the 
Homestake. These were 5 ft. in diameter, consumed 8.4 h.p. at 58 
r.p.m. and handled just under 20 tons per day per pan. Grading 
analyses of feed and discharge wiQ be found in Table LXVI. 

Grinding-Pan Practice with Closed Circuit and Dorr Classifica- 
tion is in operation in Bolivia, and, according to Sohnlein, a pan, 
with a central feed of 38 tons per day, running at 60 r.p.m. with 
a consumption of 6.26 h.p., is capable of grinding 30 tons of sand 
per day to pass 200 mesh. The feed showed about 70 per cent, 
between 30 and 100 mesh. 
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In the Cobbe Pan the pressure between shoes and dies is 
maintained constant by the use of levers that are weighted in 
such a way as to keep the dies in adjusted pressure against the 
shoes. This type of pan is arranged for screen discharge, is 
fitted with arrangements for central feed, and is particularly 
well adapted for stage grinding. Details of operation are given 
in Table LXVII. 

Table LXVI. — Homesta^Ib Pan Grading Analyses^i 



Feed, 
per cent. 



Discharge, 
per cent. 



-f 50 


38.4 


4.0 


+ 80 


42.0 


12.5 


-f 100 


9.9 


13.5 


+ 200 


6.8 


28.0 


-200 


2.9 


42.0 




100.0 


100.0 



Table LXVII. — Cobbe Grinding-Pan Data 

Screening on battery 8X8 mesh 

Screening on pan 14X14 mesh 

Feed to pan 66.6 tons per 24 hr. 

R.p.m. of pan 44 

Grading Analysis 



Mesh 



Feed, 
per cent. 



Discharge, 
per cent. ' 



+ 20 


17.70 


0.03 


+ 40 


16.73 


1.43 


+ 60 


9.30 


10.93 


+ 80 


7.40 


14.43 


+ 100 


5.60 


10.17 


-f 120 


1.63 


2.17 


+ 150 


3.06 


8.27 


- 150 

1 


38.58 


52.57 




100.00 


100.00 
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Tube-Milling Practice illustrates an important adaptation in 
ore-reduction methods. Originally borrowed from the cement 
industry, and worked without modification in design, the machine 
has passed through many stages of improvement. The origii^al 
silex lining of flint blocks has been largely replaced by hard 




Fig. 123.— Tube mUl with motor drive.^* 

metal lining. The expensive imported flints used as jgrinding 
media are rarely available, and manufactured pebbles of hard 
rock, mine rock, or small steel balls are generally used. 

Tube l^ills are usually constructed of a diameter varying ' 
between 4 an^ 6 ft. The length depends on practice re- 
quirements, such as fineness of grinding desired and tonnage to 
be handled. They are arranged to operate horizontally and 
without fall. Power is transmitted through suitable gearing, 
and the mill is usually thrown 
into or out of action by means 
of some type of friction clutch, 
which should be of ample 
capacity (usually twice the 
average mill load). The ini- 
tial power required to start 
a mill of this type is high, 

especially where the contents have cemented to a certain extent 
since the previous shut-down. 

Power for Tube Mills may be transmitted by belting or chain 
drive; or the countershaft may be motor connected by suitable 
flexible couphng (Fig. 123). A floating pinion (Fig. 124), 
with balanced thrusts, may be arranged by driving two mills, 




nFig. 124. — Floating tube-mill pinion. 
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placed parallel, from the one pinion countershaft. By arranging 
a wide sole plate for the triinnion bearings, fitted with adjusting 
screws, either mill may be thrown out of action for repair or 
examination by unclutching the pinion shaft, and movii^ the 
mill on the sole plates so that the spur-wheel teeth are out of 
range of the driving pinion. 
/ Tire and RoUer-Beaiing Tube Mills (Fig. 125) aresaid to con- 
I sume less power than those equipped with trunnion bearings. A 
combination of trunnion and tire-and-ro!l bearings is sometimes 
used. The principal advantage of tire-and-roller support is seen 



Fia. 125. — Tire and roller bearinn tube mill," 
in increased diameter of discharge opening screen grizzly (Krupp 
type), or large diameter spiral discharge (Abb6 type). 

Gear Drives for Tube Mills are shown in Figs. 126 and 127. 
The spur-gear drive is usually adopted, results in lower horse- 
power consumption, and is an arrangement permitting greater 
rigidity in countershaft operation. 

Tube Mill Driving Shaft should be as near in line with the 
horizontal axis of the mill as possible, so that a single sole plate 
may be used for trunnion and {Ount^rshaft bearings, with the 
advantage of greater rigidity and easier adjustment. The wear 
of white metal used in babbitting the trunnion bearings causes a 
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sinking of the mill. This necessitates an adjustment of the 
countershaft and pinion if the latter are not placed as suggested. 





Fio. 126. — Spur gear tube-mill dfive.^^ 




Fig. 127. — Bevel gear tube-mill drive.^* 

Roller Bearings for tube-mill trunnion bearings have been tried, 
and their adoption has resulted in a marked decrease in power 
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consumption. Conditions around a tube mill are, however, 
against keeping the rollers clean, with the result that they have 
not been adopted to any extent. 

Feeding into the Tube Mill is usually accomplished by 
means of a simple form of scoop spiral, of a size in proportion 
to the maximum pebble diameter. The feed-end trunnion is 
lined with a spiral shell, which tends to carry the material 
into the mill (Fig. 123). The discharge end is sometimes 
fitted with a reverse spiral for the purpose of retaining pebbles 
in the mill. 



Filler Bar 



Liner Plate 




El Or'o Lining 




Komata Lining 




Osborne Lining 





Corrugated Lining Ribbed Plate Lining 

Fig. 128. — Sectional views of tube-mill linings. 

Short Tube Mills are used where shming is not required, and are 
suitable for regrinding taiUngs or middUngs in concentrator 
nulls, or for the reduction to a suitable mesh of a coarse battery 
product for subsequent leaching treatment. Details of this 
class of mill are given in Table LXVIII. 

The Improved Efficiency resulting from the use of short 
tube mills is receiving increasing recognition. A statement 
of the results of comparative tests made with reference to 
the operation of cyUndrical and conical mills is given in Table 
LXIX. 

The El Oro Tube-Mill Lining (Fig. 128) consists of hard-metal 
castings carrying grooves having a slight taper inward toward 
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the mill circumference. These recesses extend along the length 
of the mill and are designed x)f a width 'to allow the pebbles 
used for grinding to wedge into place, thus forming a protective 
layer against the metal. This type of Uning originated in Mexico, 
and has been extensively adopted elsewhere. 

Corrugated Tube-Mill Lining (Fig. 128) insures considerable 
movement of the pebbles and prevents sUppage and consequent 
low crushing efficiency. The type has been used largely with 
Krupp mills. 

Table LXVIII. — Details op Short Tube Mills " 



Size 


Weight, lb. 


Weight 

of iron 

Uning, lb. 


H.p. 


R.p.m. 
mill 


Charge 

of flint 

pebbles, lb. 


4 feet inches X 6 feet 


14,000 


5,400 


10 


32 


3,6i()0 


4 feet 6 inches X 6 feet 


18,000 


6,000 


16 


29 


4,600 


5 feet inches X 6 feet 


23,000 


6,600 


23 


27 


6,000 


6 feet 6 inches X 6 feet 


30,000 


7,200 


30 


23 


7,500 


6 feet inches X 6 feet 


33,000 


8,400 


37 


21 


9,000 


7 feet inches X 6 feet 


37,000 


9,000 


45 


18 


13,000 



The Komata Tube-Mill Lining (Fig. 128) consists of longitudinal 
plates, with maximum thickness where wear is greatest, and 
longitudinal shoes, both of hard steel. The latter serve to raise 
the pebbles and are the principal grinding-efficiency factor in 
this type of lining. Each 4-ft.-diameter mill has eight ribs, 
measuring 3 in. by 23^ in., and the correct speed is given 
as 273^ r.p.m. For the 5-ft. mill, ten ribs are required, 
measuring ZVi in. by 3 in., and the mill should revolve at 24 
r.p.m. Calculated speed for a mill with Komata Uning is con- 
siderably below the requirements for ordinary practice. 

Ribbed-Plate Tube-Mill Lining (Fig. 128) is a simple type in 
which a variation in the projection of the ribs may be adopted 
to modify or increase the degree of lifting of the pebbles. 

The Osborne Tube-Mill Lining (Fig. 128) consists of steel bars 
placed alternately lengthwise and edgewise against the inside of 
the mill shell. The lining is held in position by the wedging 
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Table LXIX. — Details of Short Tube- Mill Operation 

r X 10' Power & Mining Cylindrical Tube Mill 

vs. 
8' X 30" Hardinge Conical Pebble MiU 

Notb: — ^The object in view being to grind the largest possible amount of the material 
so that it will pass a 40-mesh screen and at the same time avoid producing an excess of 240- 
meeh material, both mills were in a closed circuit containing a hydraulic classifier and 
concentrating table so that the oversize of 40 mesh was returned to the tube mills. 



P. & M. 



Hardinge 



Dimensions of Mills I 

Drives Individual 

Gear 



Pinion. 



Gear and Pinion Ratio. 
Feed Scoop 



Dimensions of Trunnion Bearings. 



Wet tons feed per 24 hr 

Average moisture in feed — per cent 

Dry tons of feed per 24 hr 

Ratio of feed to mills 

Per cent, of material on 40 mesh in feed 

Per cent, material on 40 mesh in discharge 

Ratio of reduction on 40 mesh material 

Tons reduced through 40 mesh per 24 hr 

Ratio between mills 

Per cent, of mineral on 40 mesh in feed ^ 

Per cent, of mineral on 40 mesh in discharge 

Ratio of reduction on 40 mesh mineral 

Per cent, of material on 80 mesh in feed 

Per cent, of material on 80 mesh in discharge 

Ratio of reduction on 80 mesh material 

Tons reduced through 80 mesh per 24 hr 

Ratio between mills 

Per cent, of mineral on 80 mesh in feed 

Per cent, of mineral on 80 mesh in discharge 

Ratio of reduction on 80 mesh mineral 

Per cent, of through 240 mesh material in feed 

Per cent, of through 240 mesh material in discharge . 

Per cent, increase in through 240 mesh material 

Tons through 240 mesh material produced per 24 hr. 



7'XIO' 
Motors Belted 
100 Teeth 
4" Pitch 
127.3" P.D. 
14" Face 
16 Teeth 
20.4" P.D. 
14" Face 
6.26:1 
3 Cup Spiral 

24" X 24" 

485.00^ 

36.9 

310.7 

2.22 to 
83.1 
26.2 

3.18:1 
176.7 

2.24 to 
77.3 
18.3 

4.23:1 
98.4 
66.2 

1.75:1 
131.1 

2.24 to 
96.8 
46.2 

2.09:1 

0.1 
18.0 
17.9 
55.6 



I 8' X 30' 
to Pinion Shaft. 
118 Teeth 
2M" Pitch 
93.9" P.D. 
6" Face 
17 Teeth ' 
13.5" P.D. 
6H" Face 
6.94:1 
Single Cup 
Spiral 
12^" Dia. 
X 9>^" 
218.0 
36.6 
139.8 



1.00 



1.00 



1.00 



82.9 
26.6 

3.12:1 
78.8 

80.2 
20.9 

3.84:1 
98.4 
66.7 

1.73:1 
58.3 

97.0 
60.4 

1.92:1 

0^3 
20.4 
20.1 
28.1 
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Table LXIX. — Continued 



P. & M. 



Hardioge 



Ratio between mills 

Per cent, of through 240 mesh material produced in ton- 
nage reduced through 40 mesh 

Tons reduced through 40 mesh while producing one ton of 
through 240 mesh material 

Speeds, R.P.M. 

Speeds feet per minute at large diameter 

Average height of pebble load 

Original charge of No. 4 Danish pebbles 

Average pebble consimiption per day 

Ratio between mills 

Pebbles consumed per ton material ground 

Pebbles consumed per ton of material reduced through 40 
mesh 

Cost of pebbles per ton of material ground 

Cost of pebbles per ton of material ground reduced through 
40 mesh 

Average power consumption E.H.P 

Power consumed per ton of material ground 

Cost of power per ton of material ground 

Power consumed per too material reduced through 40 mesh 
E. H. Powers Hours 

Cost of power per ton material reduced through 40 mesh 

Tons reduced through 40 mesh per horsepower day 



1.98 to 1.00 



31.5 



3. 
22 
483 



18 



35.6 

2.80 
30 
753 



Two inches above center. 



20.250 lb. 
979 lb. 

1.88 to 1.00 
3.151b. 

5.54 1b. 
SO. 048 



11,200 lb. 
521 lb. 



10.085 
91.9 
10 E.H.P. 
50.037 

12.48 

SO. 066 

1.92 



11 



3.73 1b. 

6.61 lb. 
10.057 

10.101 
64.4 
06E.H.P. 
10.058 

19.61 
10.103 
1.23 



action, and no bolts are used. The recessed bars, which are 
subjected to practically no wear, and consequently do not require 
renewal, are usually 2}/^ in. by % in. The radial bars have a 
sUght taper and measure 4 in. by 1)^ in. by % in. This type 
of lining was designed in South Africa and has been adopted there 
to some extent. 

A Combination Lining of Cast-Iron Ribs and Silex Blocks is 
used at the Liberty Bell Mill, according to A. J. Weinig, and it 
has been found that the addition of the iron rib to every four 
rows of blocks has resulted in extending the hfe of the lining 
to. nearly three years of continuous wear. The ribs used are 
tapered and measure 1^ X 2 X ^14 i^- and are 473^^ in. long. 
The blocks are set with portland cement in sections and steamed 
for eight hours, the completed lining being finally steamed for 
12 hours before the mill is put into commission. 
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Pebble Load in tube mills is generally kept at slightly above the 
mill center line, but fluctuations in volume above or below this 
amount are permissible to allow for increased or decreased ton- 
nage being handled, or to permit variation in grinding fineness. 
When the level rises considerable above the center line, however, 
there is a danger of pebbles being ''thrown back'' from the feed 
scoop, or of chokage of the discharge screens. Figures showing 
the difference in horsepower consumption and other data as a 
result of variation in pebble volume are given in Table LXX. 
Weight of tube^mill pebble loads is given in Table LXXI. 



Table LXXI. — Weight op Tube-Mill Pebble Loads** 

In Tons of Pebbles at 105 lb. Per Cubic Foot 



Pebble load in 22-ft. 
tube mill 



Internal diameter of tube-mill lining 



54 in. 55 inJ56 in.<57 in. 58 in. 59 in.,60 in. 61 in. 62 in. 63 in. 



12 
11 
10 
9 
8 
7 
6 
5 
4 
3 



n. above axis of mill 
n. above axis of mill 
n. above axis of mill 
n. above axis of mill 
n. above axis of mill 
n. above axis of mill 
n. above axis of mill 
n.. above axis of mill 
n. above axis of mill 
n. above axis of mill 



2 in. above axis of mill . . 
in. above axis of mill . . 
Level with axis of mill {i.e. 

half full) 

1 

2 

3 

4 

5 

6 

7in 

8 

9 



10 
11 
12 



below axis of mill. . . 

below axis of mill. . . 

below axis of mill^ . 

below axis of mill. . . 

below axis cf mill. . . 
n. below axis of mill... 

below axis of mill. . . 

below axis of mill. . . 

below axis of mill. . . 
n. below axis of mill. . . 
n. below axis of mill. . . 
n. below axis of mill. . . 



in 
n 



14.21114. 
13.81 14. 
13.4lll3. 
13.01 13. 
12.60 13. 



12.18 
11.76 
11.33 
10.90 
10.47|i0. 
10.04 10. 
9.60 9. 



12. 
12. 
11. 
11. 



9.18 
8.77 
8.33 
7.90 
7.47 
7.04 
6.61 
6.19 
5.77 
5.36 
4.96 
4.56 
4.16 



65,15.10 
25|l4.69 
84 14.27 
13.85 
13.42 
12.99 
12.65 
12.11 
11.66 
11.21 
10.76 
10.31 



43 
01 
58 
15 
72 
28 
79 
40 
96 



9. 
9. 
8. 
8. 
7. 
7. 
6. 
6. 
6. 
5. 
5. 
4. 
4. 



53 
10 
66 
27 
78 
34 
91 
48 
05 
63 
22 
81 
41 



9 
9 
9 
8 
8 
7 
7 
6 
6 
6 
5 
5 
4 



.88 

.45 

00 

55 

,10 

65 

21 

77 

34 

91 

49 

,07 

,66 



16.55 
16.14 
14.71 
14.28 
13.84 
13.40 
12.95 
12.50 
12.05 
11.59 
11.14 
10.68 

10.23 
9.79 
9.33 
8.88 
8.42 
7.97 
7.52 
7.07 
6.63 
6.19 
5.76 
6.33 
4.92 



16 
15 
15 
14 
14 
13 
13 
12 
12 
11 
11 
11 



.02,16.48 



.59 
.15 



16.05 
15.60 



71 15.16 



.27 
.82 
.36 
.90 
.44 
.98 
.51 
.05 



10.60 
10.14 
9.69 
9.22 
8.76 
8.30 
7.84 
7.38 
6.93 
6.49 
6.05 
5.61 
5.18 



14.70 
14.24 
13.78 
13.31 
12.84 
12.37 
11.90 
11.42 

10.96 
10.51 
10.03 
9.56 
9.09 
8.62 
8.15 
7.69 
7.23 
•6.77 
6.33 
5.88 
5.45 



16.96 
16.51 
16.06 
15.60 
15.14 
14.67 
14.20 
13.73 
13.25 
12.77 
12.29 
11.80 



11. 
11. 



11.34 
10.88 
10.39 10. 
9.91 10 



17 
16 
16 
16 
15 
15 
14 
14 
13 
13 
12 
12 



.4417.92 
.98117.46 
.52 16.99 
.06 16.52 



.59 
.11 
.63 
.15 
.66 
.17 
.68 
.19 



16.04 
16.56 
15.07 
14.58 
14.08 
13.59 
13.09 
12.59 



9.43 
8.95 
8.48 
8.01 
7.64 
7.08 
6.62 
6.17 
5.72 



9. 
9. 

8. 
8. 
7. 
7. 
6. 
6. 
6. 



72 12.11 
25jll.63 
76 11.13 
27 10.63 
10.14 
9.64 
9.15 
8.66 
8.18 
7.70 
7.23 
6.76 
6.30 



78 
29 
81 
33 
85 
38 
92 
46 
00 



18.42 
17.94 
17.47 
16.98 
16.50 
16.01 
15.51 
15.01 
14.51 
14.00 
13.50 
12.99 

12.50 

12.01 

11.50 

11.00 

10.49 

9.99 

9.49 

8.99 

8.50 

8.02 

7.53 

7.06 

6.58 
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The speed of a tube mill is usually calculated from Davidsen's 

formula, N = -jy, where N equals the revolutions per minute, 

and D the inside diameter of the mill in inches. 
/ Approximate Horsepower consumed in tube milling, where 
\ speed is regulated by Davidsen's formula, equals 0.15 M, where 
. ilf refers to the pebble contents of the mill in cubic feet. Moisture 
percentage in the feed and other factors will influence the result. 
Feed Tonnage in Tube Mills usually varies with immediate 
conditions, and results are interdependent with other factors. A 
return system for tinground product is imperatively necessary 
where sUming is practised, and the feed should be in such quan- 
tity that ample unground material remains near the discharge 
end to provide work for the falling pebbles, and to prevent 
undue wear on the liners. Figures showing the effect of tonnage 
variation in tube-mill feed are given in Table LXXII. 

Table LXXII. — Effect of Feed Tonnage Variation in Tube Milling®* 



Size of mill 


23 ft. X 5 ft. 


Pebble load 


20,000 lb. 



Feed 

Tons ore per 24 hr. 

Percentage ore 

Percentage solution 
Indicated h.p 



Sin. 


3 in. 


3Hin. 


3H in. 


• 

4 in. 


4 in. 


4Hin. 


172 


172 


190 


190 


216 


216 


231 


64.71 


66.67 


71.05 


67.85 


68.18 


69.70 


66.67 


35.29 


33.33 


28.95 


32.14 


31.82 


30.30 


33.33 


56.4 


54.28 


51.60 


54.80 


53.20 


49.40 


47.50 



4Hin. 
231 
72.22 
27.78 
43.50 



Mesh 


Feed 






Discharge, Grading Analysis 








Per 


Per 


Per 


Per 


Per 


Per 


Per 


Per 


Per 




cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


-1- 20 


6.0 


















+ 30 


20.0 


















-1- 40 


24.0 


















-1- 60 


23.0 


7.0 


13.0 


12.5 


14.0 


16.0 


14.0 


26.0 


30.0 


-1- 80 


11.0 


















+ 100 


8.0 


32.0 


35.0 


36.0 


34.0 


34.0 


36.0 


38.0 


30.0 


+ 120 


4.0 


















+ 150 


2.0 


13.0 


11.0 


10.0 


12.0 


14.0 


16.0 


11.0 


10.0 


-150 


2.0 


48.0 


41.0 


41.5 


40.0 


36.0 


34.0 


30.0 


30.0 
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Moisture Percentage in tube-mill feed is generally kept at 
about 38 per cent., but efficiency figures of actual practice, 
from which such a figure may be derived, are usually based 
on operations where tube-mill feed is composed of comparatively 
fine material. Where very coarse crushing is practised previous 
to tube milling, it is often found advisable to reduce the moisture 
below the generally-accepted percentage, as otherwise the lifted 
pebbles tend to drop the coarser particles of ore attached, to 
the detriment of crushing efficiency. The general effects of 
moisture variation are shown in Table LXXIII. 

General Tube-Milling Data, referring to the details of opera- 
tion of these 'machines in various mills, are given in Tables 
LXXIV and LXXV. 

Table LXXIII. — Effect of Moisture Percentage Variation in Tube 

Milling®* 



Size of mill 



23 ft. X 5 ft. 



Pebble load 


20,000 lb. 


Tons ore per 24 hr. 


172 


Ore feed 


3 in. 


Ore, per cent 


71.43 69.06 65.67 


65.20 63.78 


60.70 


60.44 


55.71- 


47.10- 


16.40: 


38.90 


Solution, per cent. . . 


28.57 


30.44 


34.33 


34.80 


36.22 


39.30 


39.56- 


14.29. 


52.90. 


54.60( 


Bl.lO 


Indicated h.p 


45.0 


48.9 


55.8 


67.4 


68.0 


66.9 


56.0 


55.8 


59.0 


62.3 


62.3 


Mesh 


Feed 


Discharge, Grading Analysis 

1 




Per 


Per 


Per 


Per 


Per 


Per 


Per 


Per 


Per 


Per 


Per 


Per 




cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


cent. 


+ 20 


6.0 
























-1- 30 


20.0 
























-1- 40 


24.0 
























+ 60 


23.0 


12.5 


13.0 


8.0 


8.0 


9.0 


8.0 


7.0 


8.0 


7.0 


6.5 


8.0 


+ 80 


11. 
























-1-100 


8.0 


36.0 


34.0 


30.0 


32.0 


33.0 


33.0 


31.0 


34.0 


32.0 


30.6 


32.0 


+ 120 


4.0 
























-1-160 


2.0 


10.0 


12.0 


13.0 


14.0 


12.0 


13.0 


13.0 


12.0 


14.0 


13.0 


12.0 


-150 


2.0 


41.5 


41.0 


49.0 


46.0 


46.0 


46.0 


60.0 


46.0 


47.0 


41.0 


48.0 



12 
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Table LXXIV. — Ck>MPARATiv£ 



Company 



I 

d 



a* 
Sua 



•g 



M 

a 



Make 



Sise 



• 




■*» 




««-• 




• 

3 




o 








a 


a 


9 


• 


o 


0. 

• 


> 


ti 



Capacity, 

tons per 

24 hr. 



Oroya Brownhill, W. Australia. . . 1904 5 



Hannans Star, W. Australia 1904 



Yuanmi, W. Australia. 



Waihi, New Zealand. 



Rand, South Africa. 



Rand, South Africa. 



Dos Estrellas, El Oro, Mex. 



1912! 1, 



1911 
1912 



3! 



Esperansa, El Oro, Mez. 



1909 
1912 



8. 
4 
10 



Santa Gertrudia, Pachuca, Mex. 
Mexico, Mines of, El Oro, Mex. 



I..ucky Tiger, Sonora, Mex. 



1912 6 

4 

1912 



Inside 

3'8"X13'7" 

4'X16' 

4'X16' 



Inside 
4'9"X18' 
5'6"X22' 



5'6"X22' 



Allis- j 5'X24' 
Chalmers 



Krupp 



Montana-Tonopah, Nev. 



Goldfield Con., Goldfield, Nov., 

Black Oak, Tuolumne Co., Calif. 
Liberty Bell, Telluride, Colo 



6j Krupp 



1912 5 P. and 

I I |m. M.Co. 

1908| 2 Allis- 

I ' Chalmers 

1912 6 A. C. 

t I . ■ 

I ' 

1912J 1 

1913 3 Abb6 



Hollinger, Porcupine, Ont., Can. . 1912 4 A. C. 



Dome, Porcupine, Ontario 

New Nipissing, Low Grade, Co- 
balt, Ont 

Cement Industry 



1912, 4 A. C. 



1913' 4 
1912 .. 



Inside 
48H"X19'8" 
5'X16' 
5'X20' 
4'X20' 

5'X14' 

6'X22' 

5'X22' 

6'X18' 
5'X22' 

5'X20' 

5'X22' 

6M'X22' 
5'X22' 



143 
201 
201 



319 
523 



523 
471 

250 
314 
392 
250 

274 

432 

432 

353 
432 



29 



•37.5 thru 200 

38,95%-15C 

mesh 

34, 150 



25-26 



110, 120 

130 thru 90- 

mesh 



28 240,90%-90 



28 



32 



31 



27 



23 



392 28 



432 



32 



75. 58%-200 



40 



50, 60 
Ji 90%-200 
51,85%-200 

52, 
66%-200 



90, 
90%-200 



432 
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Tube-Mill Practice*® 



H.p. 
con- 
sumed 


1 

i Pebbles 


1 — 

, Lb. 
pebbles, 

; per ton 

i 
1 


Cost, 
pebbles 
per ton 


Kind of 
lining 


Cost 

of 
lining 


Total 

cost 

per ton 

milled 


Remarks 


17 






Hard iron 


• 


10.421 
0.436 


Power cost SO .099. 


■ •••■•• 

30 


5.5 Tons 
i Flint 

• 

Flint 
5.5 Tons 

Flint 

8-14 tons 

Quarts 

13 tons 
Quartz 
Quarts 

Quarts 










30-35 






Corrugated 

Mn steel 

Cast iron 

Ribbed 

SUez 

Ribbed 
ElOro 

Ribbed 




Feed 70% + 100 
mesh 
24% — 150 


55 
75-90 


2.6 


10.017 


10.011 


0.094 


Feed 10 mesh 

l}-i tons per h.p. 

(from ball) thru 90 


108 










mesh 

Feed 3 mesh (0.29'') 
T/ininir lAAtfl 300 davR 


40 


15 






0.156 


Feed largely quartz 
and tailinss 
















Quarts 
FUnt 






El Oro 
Ribbed 
4" Silex 

Silex 








43-48 
42.5 

60 


8.7 
2.2 

1.8 


0.055 


0.060 
0.023 


0.65 
0.358 

0.166 


Feed 0.75 mm. 
Lining lasted 8 mos. 

Silex lasts 7 mos. 


43 




Ribbed 
4" Silex 




Silent chain drive 




FUnt 
Flint 








0.0769 


Lining lasts 9-10 






1 


8Uex 


mos. 
Silent chain drive 


1 




f 












1 






70-80 


Flint 


1 


i 


Product from ball 
mills 


( 


1 1 
i 
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Table LXXV. — Tdbb-Mili, Data" 

milled 
per 24 , 



Mex. Silver Mill... 

Nipissing 

Belmont , 

Silver Peak 

Homestake 

HoUmger 

Porcupine Crown , , 

Liberty Bell 



6 X20 ■ 
5 X 18 
5 X18 
5 X 14 



100.0 
93,0 
64.0 



■ 16.0 
' 11 5 



75,0 
100.0 

72.3 
50.0 




Fm. IM. — Close-oirouit diagram. 
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The Tonnage of ore circulating in a Close-Circuit. Grinding 

System is a factor in the maintenance of high crushing efficiency. 

The calculation is, therefore, desirable. A number of formulae 

have been evolved by various methods of calculation to aid 

in estimating the amount by means of screening analyses, as 

originally suggested by Noel Cunningham. A simple method 

is to equate tonnage of fine product (i.e., through a certain mesh) 

obtained by subtracting the amount found in the feed to, from 

the amount found in the discharge from, the secondary crushers, 

with the difference in amount in the pulp from the primary crushers 

and the final product. This is shown graphically in Fig. 129. If P 

equals tonnage from primary crushers to classifiers and containing 

a per cent, of material passing a particular mesh; S equals tonnage 

to and from the secondary plant, entering with b per cent, and 

leaving with c per cent, of material of the same fineness; and if d 

per cent, equals the percentage of fines in the final product, then: 

Tons of fines produced = Sc — Sb 

= Pd - Pa 

Therefore S, the tonnage circulating through the secondary plant 

P{d - g) 

For example: the diagram may be used to represent an instance 

where the original feed from a ball mill amounted to 40 tons 

(P) containing 25'per cent, (a), or 10 tons, of material passing a 

certain mesh. This product joins the discharge from the tube 

mill, the mixture is classified, and a coarse material containing 

12.5 per cent. (6) of fines goes to the tube mill. The percentage 

of fines increases during grinding to 37.5 per cent, (c), and the 

final product leaving the classifier is found to contain 75 per cent. 

(d). Hence: S, the tonnage in close circuit, 

P{d - a) 

'^ c-b 

_^ 40(75 -' 25) 

37.5-12.5 
= 80 
The circulating tonnage is, therefore, twice the original tonnage 
— a fact that is visually evident from a glance at the diagram. 



SECTION XIII 
CONVEYANCE AND ELEVATION OF ORE PULP 



Pulp Elevation Problems are governed by the factors of ore 
coarseness, specific gravity of fluid, and elevation required. Ow- 
ing to the varied conditions of work and the different characteris- 
tics of the material to be elevated, the principal requirement is 
suitability; i.e., the system and equipment installed should in- 
volve minimiun attention for control and repair, and naust operate 
at a satisfactory eflSciency. Elevation of pulp and water are 
phases of ore-dressing work in which continuity of operation is of 
primary importance, and for this reason every opportunity 
should be taken advantage of in the first instance to install 
equipment which will do the work eflSciently and without unnec- 
essary attention. The question of loss of time to effect repairs 
and renewals should also be considered. Such apparatus may 
be divided into nine divisions, according to the class of material 
to be handled and the height to which it must be elevated. Table 
LXXVI shows the appUcabihty of eight classes of apparatus 
for different kinds of work. 

Table LXXVI. — Mill Pumping Systems*' 



Material to be 
pumped 


Low lift 
(to 25 ft.) 


Medium lift 
(to 50 ft.) 


High lift 
- (to 100 ft. or more) 


Water or solu- 
tion 


Airlift 
Frenier pump 
Centrifugal pump 


Centrifugal pump 
Compoimd air lift 


Plunger pump (1-, 
2-, or 3-throw) 

Compound centrif- 
ugal pump 


Slime pulp 


AirHft 

Diaphragm pump 
Frenier pump 


Compound air lift 
Centrifugal pump 


Plunger pump (1-, 
2-, or 3-throw) 


Sand pulp 


Centrifugal pump 
Airlift 
Frenier pump 


Centrifugal pump 
Tailings wheel 


Plunger pump (3- 
throw) 
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The simple Centrifugal Pump is largely used for the elevation ' 
of water and ore pulp. For low lifts it is favored on account of 
compactness, and because it can be direct connected to an electric 
motor. Normal velocity for this type of pump is high, even with I 
low lifts. Hence the greater ability of the centrifugal to keep 
grains of sand in suspension until the discharge point is reached. 
If there is a tendency for the soUd matter in the pulp to settle ! 
quickly, the centrifugal shoxild be adopted. It is not suitable | 
if dilution with gland clearance water must be avoided. For I 
medium lifts the centrifugal has its disadvantages. Consider- 
able trouble is often caused by the wear of Uners and runners, 




Fig. 130. — Centrifugal sand pump.** 

on account of the comparatively high speed necessary for effect- 
ive operation. The wear causes uncertain deUvery long before 
it is time to hang up for repairs. If continuity of operation is 
desired it is imperatively necessary to erect in duplicate, so that 
a second pmnp will always be available in case of breakdown. 
A standard type of centrifugal piunp is shown in Fig. 130. 

Centrifugal Pump Runner Speed is designed in definite ratio 
to height of lift. High lifts involve excessive speed, and this 
resxilts in considerable friction, and wear on the Uners. The 
single-type pump is, therefore, unsuitable for the purpose. 
Details of centrifugal pump operation are given in Table 
LXXVII. 
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Table LXXVI I.— Centrifugal Pump Opbration*^ 



a 

.2 

IS 73 



wer for 
at head 


capacity 
min. 


r and face 
y, inches 


08 


: weight, 


Rev. per minute for given heads 














Horsepo 
each fo( 


Nomina] 
gal. per 


Diamete 
of pulle 


& 

OB 

U 


O 


Shipping 
pounds 


• 

o 


• 


• 

o 

CO 


• 

o 


• 


60 ft. 



a 

6 



2 

3 

4 

5 

6 

7 

8 

10 

10 

12 



0.1 


110 


8X 8 


46X20 


625 


505 


715 


875 


1005 


1125 


1230 


0.22 


260 


10X10 


47X27 


1050 


400 


570 


700 


805 


910 


985 


0.35 


450 


12X10 


48X29 


1150 


435 


610 


745 


865 


970 


1055 


0.5 


700 


14X10 


69X33 


2000 


400 


570 


700 


805 


910 


985 


0.68 


1000 


14X12 


60X38 


2400 


340 


475 


580 


670 


750 


815 


0.86 


1350 


18X14 


74X44 


3200 


320 


450 


545 


635 


710 


775 


1.2 


1800 


20X14 


75X47 


4300 


290 


410 


500 


575 


640 


700 


1.9 


2800 


22X16 


84X50 


5200 


315 


4l5 


540 


630 


705 


770 


1.9 


2800 


24X16 


90X60 


7000 


240 


340 


415 


480 


540 


690 


2.5 


4000 


24X16 


92X63 


9400 


220 


315 


380 


440 


490 


540 



2 

3 

4 

5 

6 

7 

8 

10 

10 

12 



la 



C 



Belt Strike 



o © 



^ 



§) 






Ur^ 



I 



Gland Service 
to Pamp 



R 




Gland Serrice 
toC^mp 



Fig. 131, — Automatic regulation of pump-gland clearance service.^** 
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Clearance Water under Pressure is an essential precaution 
to keep grit from the packing ia plunger or centrifugal pumps 
handling Band or slime. To insure the water being turned on 
when the pump is started the schemes illustrated in Fig. 131 
are recommended. 

Diaphragm Suction Pumps (Fig. 132) are largely superseding 
the air lift for low-lift slime-pulp elevation. An adjustable 
length' of stroke makes regulation satisfactory. The ability 



Fia, 132. — Diaphragm auolioii pump.^' 

of this type of pump to counterbalance, the difference between 
the static head of the average of the thin pulp in a tank or vat, 
and the thick pulp at the dischai^e, without loss of fall, has 
resulted in its wide adoption to handle the discharge from 
mechanical thickeners, particularly those of the Dorr continuous 
type. The height of lift is exceedingly limited. Table LXXVIII 
gives theoretical possible lifts, but owing to the slow speed at 
which the pump operates and the fact that entangled air is 
usually present in the pulp there is a difficulty in maintaining 
the vacuum under normal conditions. The limits in practice 
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are usually from 50 to 76 per cent, of those given in the table. 
Heating the pulp or diluent is often a necessary pliase of opera- 
tions in a milling plant. The effect of this on diaphragm-pump 
operation may be estimated by reference to Table LXXIX. 

Table LXXVIII. — Approximate Theoretical Suction- and Diaphragm 

Pump Lifts at NoRMAii Temperatures*' 



Specific gravity of fluid 



Altitude, ft. 



Sea level 
1,000 
2,000 
3,000 
4,000 
5,000 
6,000 
7,000 
8,000 
9,000 
10,000 



1.000 I 1.100 ! 1.200 I 1.300 1.400 I 1.500 I 1.600 | 1.700 



Maximum suction lift in feet 



34 


31 


28 


26 


24 


23 


21 


33 


30 


27 


25 


23 


22 


21 


32 


29 


26 


24 


22 


21 


20 


31 


28 


25 


23 


22 


20 


19 


29 


27 


24 


23 


21 


20 


18 


28 


26 


23 


22 


20 


19 


18 


27 


25 


22 


21 


19 


18 


17 


26 


24 


21 


20 


19 


17 


17 


25 


23 


21 


19 


18 


16 


16 


24 


22 


20 


18 


17 


16 


16 


23 


21 


19 


18 


17 


16 


15 



20 
19 
18 
18 
17 
17 
16 
16 
15 
14 
14 



Table LXXIX. — Effect of Temperature on Suction- and Diaphragm- 
Pump Lifts *^ 



Deg. 
Fahr. 


• 
Approximate theoretical | Approximate theoretical 
suction lift in feet, for water, Deg. suction lift in feet, for water, 
at sea level Fanr. at sea level 


60 

80 

100 

120 


34 140 
33 ' 160 
32 180 
30 200 


27 
23 
16 

8 

■ 



Plunger Pumps are compact and suitable machines for ore- 
pulp elevation. Single-plunger pumps cannot be used, however, 
with any success with a pulp carrjdng rapid-settling particles. The 
three-throw type is to be preferred and is generally used. Hinged 
clack valves are unsuitable in any case. For continuous opera- 
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tion a plunger pump may draw from a sump placed below the 
level of the pump, witbiu suction limits, but a gravity supply 
into the suction is to be preferred and is almost imperatively 
necessary with intermittent operation. Pressure clearance 
water, dehvered to the plunger chamber below the packing. 



Pig. 133. — Aldrich three-throw jJimo pump." 

is essential to prevent undue wear on the plungers. The speed 
of the pump is a factor depending upon the character of the 
solids being lifted. This class of pump is not altogether suitable 
for coarse-ore pulp, but in the case where it b used for this purpose 
the velocity of flow should be sufficient to prevent aggregation 
of sand and consequent chokage in any part of the system. 
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The Aldrich Three-Throw Slime Pump is shown io Fig. 133. 
Ball valves are used in this pump, and on account of compactness, 
accessibility of parts, and general construction, the type is to 
be recommended. Details of operation are given in Table LXXX. 

Table LXXX. — Aldrich Slime Pump Operation^^ 



*S ■»« o 
«s 0*3 



P,> 

Sa 

3.3 



SUe of pump 



« r 



o 

GQ 



■=5 — 

c 

OS 

a 
o 

.SI 



Maximum working lift, 
100 ft. 



^ as OAi :3'r3 
GC 



^ * « 

SftSft 



14 


40 


3 


4 


1 
2 


10 X 3 


200 


20 


40 


3K 


4 


2H , 


10 X 3 


200 


50 


40 


5 


5 


3 


12 X 3 


200 


70 1 


40 


5 


7 


4 ' 


15 X 3 


200 


100 


40 


6 


7 


5 


18 X 4 


200 


130 


40 


6 


9 


5 


20 X 4 


200 


180 


40 


7 


9 


6 ' 


24 X 5 


200 


300 


40 


Hli 


10 


7 


30 X 5 


200 



The Air Lift operates on the principle that a colmnn of ore 
pulp plus air is hghter than an equivalent column of ore pulp. 
The lifting action is accelerated by the gradual expansion of the 
air from maximum to atmospheric pressure, which results in a 
decrease in the specific gravity of the mixture as it rises in the 
lift pipe. 

A Compound Air Lift consists of two or more simple air lifts 
arranged in series, the rising main of the first discharging into 
the sump of the second, and so on. The system can be used 
to dupUcate or triplicate any of the ordinary designs in use. 
It is suitable where a sump of sufficient depth would be 
impracticable, or where the available pressure of air fs low. 

Failure with Air Lifts usually results when the material lifted 
is too coarse. Efficiency is often sacrificed by using excess air 
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volume and pressure as a remedy for defective design. Pre- 
cautions to be avoided have been stated as follows; 

(i) An insufficient or an excessive allowance in the ratio of submergence 

to lift. • 

(ii) Lack of precautions providing for the intimate mixture of air and 

pulp at the lift intalce. 
(iii) The use of bends or elbows in the discharge pipe, 
(iv) An unnecessary air pressure or volume. 
(v) High velocity in the rising main. 



Fia, 134. — Air lift for alime pulp.' 

A Submergence of from 1% times to twice the lift has been 
found to be the most efficient. The lift should be compounded 
where this submergence is not obtainable. A suitable ar- 
rangement for insuring the admixture of air and pulp at the 
intake is shown in Fig. 134, The air is delivered around the 
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bottom of the lift pipe and the danger of chokage of the air 
supply is almost entirely avoided. Where possible the discharge 
should deliver into the bottom of a short launder having a sharp 
fall. Pressures j-equired for ordinary air-lift work with various 
specific gravities of pulp are shown in Table LXXXI. The 
capacities of air lifts under similar conditions are given in Table 
LXXXII. 



Table LXXXI. — Theoretical Pressures Required to Elevate Water 

AND Ore Pulp by Air Lift^^ 



Lift, ft. 



Submergence, 
ft. 



Theoretical gauge pressure in lb. per sq. in. to elevate 

fluid of specific gravity 



Water 



1.000 



Ore pulp 



1.100 



1.200 



1.300 



1.400 



1.500 



6 


7.5 


3.2 


3.5 


3.8 


4.2 


4.5 


4.8 


10 


15.6 


6.5 


7.1 


7.8 


8.4 


9.1 


9.7 


15 


22.5 


9.7 


10.7 


11.6 


12.6 


13.6 


14.5 


20 


30.0 


13.0 


14.3 


15.6 


16.9 


18.2 


19.5 


25 


37.5 


16.2 


17.8 


19.4 


21.0 


22.7 


24.3 


30 


45.0 


19.5 


*21.4 


23.4 


25.3 


27.3 


29.2 


35 


52.5 


22.7 


25.0 


27.2 


29.5 


31.8 


34.0 


40 


60.0 


26.0 


28. & 


31.2 


33.8 


36.4 


39.0 


45 


67.5 


29.2 


32.1 


35.0 


38.0 


40.9 


43.8 


50 


75.0 


32.5 


35.7 


39.0 


42.2 


45.5 


48.7 


5 


10.0 


4.3 


4.7 


5.2 


5.6 


6.0 


6.4 


10 


20s0 


8.7 


9.6 


10.4 


11.3 


12.2 


13.0 


15 


30.0 


13.0 


14.3 


15.6 


16.9 


18.2 


19.5 


20 


40.0 


17.3 


19.0 


20.8 


22.5 


24.2 


25.9 


25 


50.0 


21.6 


23.8 


25.9 


28.1 


30.2 


32.4 


30 


60.0 


26.0 


28.6 


31.2 


33.8 


. 36.4 


39.0 


35 


70.0 


30.3 


33.3 


36 4 


39.4 


42.4 


45.4 


40 


80.0 


34.6 


38.0 


41.5 


45.0 


48.4 


51.9 


45 


90.0 


39.0 


42.9 


46.8 


50.7 


54.6 


58.5 


50 


100.0 


43.3 


47.6 


52.0 


56.3 


60.6 


64.9 



In practice an increase over the above pressure figures of from 10 per cent, 
to 15 per cent, will be required. 
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Table LXXXII. — Average Capacity of 


Air Ijifts Handling Orb Pulp^' 




Cu. ft. 
per min. 


Tons per 24 hr. 


Diam. of 
lift pipe, in. 


* 

Water 


Pulp of specific gravity 




















1.100 


1.200 


1.300 


1.400 


1.500 


2 


6 


270 


297 


324 


351 


378 


405 


2y2 


10 


450 


495 


540 


585 


630 


675 


3 


14 


630 


693 


756 


819 


882 


945 


3K 


20 


900 


990 


1080 


1170 


1260 


1350 


4 


25 


1125 


1237 


1350 


1462 


1575 


1687 


5 


40 


1«00 


1980 


2160 


2340 


2520 


2700 


6 . 


5() 

d 


2520 ^ 2772 


3024 1 3276 


3528 


3780 



The Air Volume required for simple air lifts is shown in Table 
LXXXIII For a constant length of rising main the amount 
of free air required decreases as the submergence increases, and | 
increases as the lift increases. The amount of free air required 
does not vary materially with the weight of the pulp being lifted, 
other than in the case where excessive velocity in the rising 
main is necessary to prevent the settlement of soUds. In this 
case the air lift is not suitable. The figures given in the table 
are approximate. If care is taken in the design of the lift the 
amount of air actually required will be found to be below the 
volume given; but on account of the variation of conditions under 
which such a system may be utilized it is advisable to allow a 
wide margin. 

Altitude does not affect the efficiency of the air lift. The \ 
extra volume of free air compressed in the first instance is 
balanced by the extra work done as a result of the increased 
expansibiUty of the air after compression. The air shoxild 
escape at little above the pressure of the surrounding atmosphere. 

The Frenier Pump, or spiral sand pump, as it is sometimes ^ 
termed, operates on the air-lift principle. The proper operating 
speed is fixed, and the output from the pump cannot be materially 
raised or the lift increased by an acceleration in r.p.m. The 
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Table LXXXIII. — ^Air Volumh Required to Operate Air Lift^* 



Lift, ft. 



Submer- 
gence, ft. 



Size of lift pipe, cu. ft. of free air i>er min. 



U in. 



2H in. 



3 in. 



3)-2 in. 4 in. 



5 in. 



6 in. 



5 
10 
15 
20 
25 
30 
35 
40 
45 
50 

5 
10 
15 
20 
25 
30 
35 
40 
45 
50 



7.5 
15.0 
22.5 
30.0 
37.5 
45.0 
52.5 
60.0 
67.5 
75.0 

10.0 
20.0 
30.0 
40.0 
50.0 
60.0 
70.0 
80.0 
90.0 
100.0 



13 
15 
16 
17 
18 
19 
20 
21 
22 
22 

10 
11 
12 
13 
14 
15 
16 
17 
18 
19 



22 


31 


45 


.5^ 


90 


24 


34 


49 


61 


98 


26 


37 


53 


66 


105 


28 


39 


56 


70 


112 


30 


42 


60 


75 


120 


32 


44 


63 


79 


127 


33 


47 


66 


83 


133 


35 


49 


70 


86 


139 


36 


51 


73 


90 


145 


37 


52 


75 


93 


150 


17 


24 


35 


43 


69 


19 


27 


39 


48 


77 


21 


30 


42 


53 


85 


23 


32 


45 


57 


91 


25 


35 


49 


61 


98 


26 


37 


52 


65 • 


104 


28 


39 


56 


69 


111 


30 


41 


59 


73 


117 


31 


43 


62 


77 


123 


32 


45 


65 


81 


129 



126 
137 
147 
157 
167 
177 
186 
194 
202 
210 

97 
107 
117 
127 
136 
145 
154 
164 
173 
182 



air is compressed to a very limited pressure, and satisfactory 
operation is insured by operating with exactly the amount of 
pulp required by the pump, allowing free egress from the dis- 
charge pipe, limiting the height of lift well within the prescribed 
figijres, and operating on a pulp as fine as possible and carrying 
no high percentage of heavy mineral. Figure 135 will serve 
to illustrate the general design, and Table LXXXIV gives aver- 
age capacities. A deduction, of 4 in. for each 1000 ft., from the 
stated lift should be made in the case where the pump is to 
operate at an altitude. 

Belt-and-Bucket Elevators are satisfactory machines for the 
elevation of ore pulp. The design should include provision 
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for the delivery of pulp into the ascending buckets, an arrai^e- 
ment to provide against slippage due to belt stretching, a safety 



Tia. 135. — Spiral sand pump. 

T4B1J! LXXXIV. — Approximate Freniek Pump CAPACiriBfl*' 









Speoifle (« 


vity of fluid 






K»,in. 


1.000 


i.i«. 


1,^0 


,.3«. 


1,400 


.500 






Tonspe 


24 hr. 






44 X 6 


450 


490 


540 


580 


630 


670 


48 X 8 


450 


490 


540 


580 


630 


870 


54 X 6 


450 


490 


540 


580 


630 


670 


44 X 8 


540 


690 


650 


700 


760 


810 


48 X 8 


540 


690 


650 


700 


760 


810 


54 X 8 


540 


690 


650 


700 


760 


810 


44 X JO 


630 


690 


760 


820 


880 


940 


48 X 10 


630 


690 


760 


820 


8S0 


940 


64 X 10 


630 


690 


760 


820 


880 


940 



These capacities are baaed on moderate lifts, precise adjustment and 
maintenance of level of liquid in the box, and free diachai^. If any one of 
tbese conditions is impractic&ble the figures should be reduced accordingly. 
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boot overflow discharge below the level of the lower bearings, 
an ample allowance in height for top discharge, and liner plates 
where wear and scouring action is greatest. 

The Buckets on Belt Elevators are sometimes placed in a 
staggered position. This results in a more even load on the 
belt and less strain on the center Une. 

Tailing Wheels are costly to erect and clumsy in appearance, 
but cheap to operate. They are seldom adopted in countries 
where mills are covered in. The eflSciency of a taiUng wheel 
var from 50 to 60 per cent., and is uniform. Under many 
conditions it can successfully compete with the centrifugal in 
the elevation of mill pulp. 

Data Dealing with Inclination and Capacity of Launders 
and piping will be foimd in Tables LXXXV, LXXXVI, and 
LXXXVII. 

Table LXXXV. — ^Launder Grades at Goldfield Consolidated^*^ 



Product 



Dilution 



Width of 

launder, 

in. 



4 mesh from batteries 

12 mesh from batteries 

— 4 mesh from Chileans 

— 30 mesh from Chileans 

Tube-mill discharge 50 per cent. 

-200 mesh 

Mixture of tube-mill and Chilean 

products 

Mixture of tube-mill and Chilean 

products 

Final product from tube mills. . . . 

Product from Callow tanks 

Concentrate 

Middling 

Tailing....... 

Concentrate 

Tailing 

Water 



Height of 
launder, 



Grade, 

in. per 

ft. 



Dry tons 
per 24 
hr. 
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Table LXXXVII. — Pulp Transfebence in Piping at the Homestake 

Mill" 



Sand line at Lead 



Central 

CitytaU- 

ing Hne 



Slime line 
at Lead 



Diameter of pipe, in 

Thickness of pipe, in 

Average grade, per cent, 
Bends in line 



12 

Hi 



8 
Kg 



12 
He 



23^ to 5 

The pipes generally follow the contour of the 
hills: the sharpest curve is 223^ deg., a 
standard elbow for flanged C. I. piping 
being used 



Fineness of tailing in pulp, per 
cent 

Water in pulp, per cent 

Solids per 24 hr., tons 

Pipe runs. ..*... 

Wear 



30 -f- 100 
25+200 
45-200 
70-75 
1950 
About H full 



25 -f- 100 
20+200 
55-200 
85-90 
450 
Full 



100-200 



65^70 
1100 



It is customary to turn pipe through about 
120 deg. when bottom is worn thin; thus 
the pipe will be used until three lines of 
wear have been developed. 



On 5 per cent, grade 
worn out in 2 years. 
On 2^i per cent, grade 
worn from 9-10 years. 
Most of line still in 
use after 11 years, but 
badly worn.* 



In use 8 In use 5 



years 



years 



without without 
turning! turning 



* Remarks: The grade has been reduced to 23^ per cent, throughout and 
new piping 1 in. thick has been installed. 
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CLASSIFICATION OF ORE PULP 

Classification of Ore Ptilp is a process relying on specific gravity 
differences in the ground material, the settlement resistance 
factor between products having different physical characteristics, 
and the fluidity of the vehicle in which the ore is temporarily 
suspended. Colloids in suspension generally interfere with 
classification results by increasing the viscdsity of the liquid. 




FiG. 136. — Hydraulic classifier. 

Classifiers may be divided into two kinds, viz. : the gravita- 
tional and the mechanical. In the former class there are numerous 
designs of the conical or pyramidical form, some of which make 
use of hydraulic water for the better separation of material of 
different grades (see Fig. 136) and $\} relying on the flow of 

197 



198 



HANDBOOK OF ORE DRESSING 



water carrying the ore to retain the finer particles in suspension. 
Cone classifiers may be operated "dry" {i.e., with low moisture 
percentage in underflow), as in the case where a deposit is allowed 
to accimiulate and remain in the cone before any underflow 
is tapped; or they may be operated "wet" with varying per- 
centages of water in the underflow. Cones running "dry" 
are usually fitted with a baffle plate near the apex. The function 




Fig. 137. — Caldecott cone. 

of this is to prevent "running" of the entire contents of the cone 
by "piping" through the center. The Caldecott cone (Fig. 
137) is of this type. 

The Allen Cone is an apparatus of the Caldecott type which 
is provided with automatic control of underflow. The pulp 
stream enters the feed spout A (see Fig. 138) and, after passing 
through the truncated cone S, the bulk of the water and finer 
material flows upward and into the overflow launder. The sand 
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particIeB settle in the cone and form the basin. When the settled 
sand teaches the outlet of B it obstructs it, so that the water 
rises in B. Thia lifts the float C, thereby removing the ball 
G from the spigot by means of the lever D, the hnk E, and 




, Fio. 138.— Tho Allen 



the valve arm F. The settled solids flow out in a continuous 
stream, the quantity discharged being controlled by the quantity 
settUng in the cone. When sand ceases to enter the cone B the 
ball G closes the spigot, and it remains closed until the feed 
of sand is renewed. The automatic operation of this apparatus 
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should make it of especial value in those cases where dewatering 
or classifying by cone has been proved to be cheap and com- 
paratively efficient. 

Cone Classifiers of the Multiple Type (Fig. 139) produce more 
than two products, and similar results may be obtained by using 
single cones in series. Dimensions of cone parts, and the degree 
of inclination of the sides are matters depending on character 
of feed, character of product required, and tonnage to be handled, 
and are influenced by the physical properties of the groimd 
material. Classification in cones is being carried out under 
an almost infinite variety of conditions as to design, and no 
general rules can be enunciated. 




Fig. 139. — Multiple cone classifiers. 



Homestake Cone Practice (Fig. 140) represents an unusual 
arrangement notable for the results obtained and the small 
amount of attention required. The first section of the installa- 
tion consists of 14 gravity cones, 4 ft. in diam., with a 70-deg. 
slope. The usual overflow arrangements are provided, but the 
underflows are each suppUed with a [high-pressure emergency 
water supply, as illustrated, and are each connected by a length 
of steam hose to a second cone of 16-in. diam. and 80-deg. 
slope. The latter series of cones are supplied with extra water 
in the manner shown, and the sand feed is deUvered in an 
upward direction from the lower part of the cone near the 
apex. The overflow arrangements are as usual, and the under- 
flow passes direct to the tube mill, being diluted with low- 
pressure water as found necessary. 
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Spitzlutten are >pointed boxes with an ascending current of 
water to assist classification. An apex discharge is arranged 
for the coarse product and an overflow, either around the 
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Fig. 140. — Homestake cone practice.^^ 



whole or part of the top periphery, carries with it the finer 
material. 

Spitzkasten are similar to spitzlutten but without the ascending 
current of water. Types are illustrated in Fig. 141. 
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Porcelain or Glass Nozzles have been used in some mills in 
the regulation of cone classifier discharge underflow and have 
been found to outlast steel bushings. 






Fig. 141. — Types of compound spitzkasten. 

In the Flood Classifier (Fig. 142) the upward current of water 
is applied through the medium of a centrally located pipe and 
is distributed from three tiers. Coarse material is subjected 




Fig. 142.— Flood classifier." 



to the infiuence of the currents produced during its passage 
from intake to exit, and fines are separated from coarse material 
during the process. The classifier may be attached to the bottom 
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of a launder carrying pulp, or may be fitted with a box top. 
It may be used singly or in series. 

The Deister Classifier (Fig. 143) consists of a cast-iron barrel 
carrying inverted truncated cones arrai^ed with siots of a size 
permittii^ the free passage of the coarser material. The pulp 



Fid. 143.— Deister i-oiic flassifier." 

route through these cone slots is staggered, the openings from 
one cone being out of line, vertically considered, with the adjacent 
cones. Hydraulic water is admitted through one of the side 
inlets in the annular waterway underneath the bottom. These 
cones may be used singly or in series, and their introduction has 
marked a decided advance in the practice of cone classification. 
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FiQ. 144. — Richards-Janney classifier (2 compartment).^^ 
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The Richards-Janney Classifier consists of a series of rec- 
tangular compartments in the form illustrated in Fig. 144. 
In the cone apex a cylindrical settling chamber is arranged 
which is connected, lower down, with a hydrauUc water supply. 



OrouBdlXrjlo 
PuaeMMh 



ttNighing TkUN 




To Chilean Mills 

tfapacU/ 1000 Tom per S4.Hottn 



FiG» 145. — Richards-Janney classification practice at the Magna plant of the 

Utah Copper Company. 

A worm shaft, attached to the upper framing, operates at from 
80 to 90 r.p.m.; and, by the movement of a shaft connected to a 
series of sifting blades at the bottom of the chamber, the pulp 
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is loosened. A ^^Ive rod which passes through the spindle 
shaft, which is hollow, is raised intermittently by cam action, 
and an amomit of material is thus permitted to pass to the hy- 
draulic chamber. On the dropping of the valve rod the classified 
material passes out and the chamber is then ready for an ad- 
ditional charge. 

Richards-Janney Classification at the Magna plant of the 
Utah Copper Company, Garfield, Utah, is illustrated by flow- 
sheet (Fig. 145) showing arrangement of classifiers in the mill, 
accompanied by a statement of comparative results in Table 
LXXXVIII. 



Table LXXXVIII. — Comparative Results of Operation op Richards- 
Janney Classifiers 



Classifier 



Tons 
hand- 
led 



Max. 
mesh 



Sise 

bushings, 

in. 



Gal. 
water 



Gal. 
water 



entering injected 
per ton I per ton 



Gal. 

water 
dis- 
charged 
per ton 




i3creen primary 450 



Mill primary. 



757 



Third compartment i 
secondary 233 

Fourth compartment! 
secondary 310 



1 

6 

1 
1 


1}4,1H 
1, 1 


225 


364 


361 


228 


20 


IK. 1 


361 


160 


189 


314 


• 


1. IK 










30 


H,H, 


824 


470 


359 


964 


* 


H.H,H 










40 


H, 14, 
^,14,1 


506 


486 


463 


529 



589 
503 

1323 

992 



Note. — The small amount of water injected per ton and discharged per ton in results ob- 
tained from mill primary classifier is due to heavy circulation from first and second spigots. 
See flow sheet (Fig. 145), upon .which above data are based. 



The launder-type Richards Pulsator Classifier consists of a 
settling pocket which may be attached directly to the bottom 
of a launder in the manner shown in Fig. 146. Below the settling 
pocket is a sorting column that receives water by means of a 
pulsator valve in an upward direction. A spigot discharge is 
arranged. 
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In the inverted type RichardB Pulsator Classifier shown in 
Fig. 147 the finest material is delivered from the first compart- 
ment. Hydraulic water is pulsated into the machine, passes 
through a separating screen, g 

and through the outlets which sM 

are placed only shghtly below HI 

the Jevel of the feed intake. 
The various compartments, 

from the first onward, de- ^ 3 

crease in cross-eection, and as ^ S 

the hydraulic water is dis- I I *■ 

tributed under even pressure, i| 

the velocity of ascending water I 

in any 'compartment will vary ^ 

inversely as its cross-section, | 

being at a minimum in the first 1 

compartment and at a maxi- I -p 

mum in the last compart- « J 

ment. The screen serves to 1 (5 

support the ore bed and dis- ° |^ 

tribute thewatersupplyevenly, £ 

Hydraulic water supply may be I 

adjusted so that all solid par- * 

tides pass through the dis- 
charge spouts; or the spigot 
just above the screen in the ■ 
last compartment may be used 
as an outlet for concentrate. 

The Overstrom Classifier 
(Fig. 148) operates somewhat 
similarly to the Richards 
Pulsator Classifier and dis- 
charges the products at the top 
of the machine. Referring to 

the accompanying cut it will be seen that the feed enters at A, 
passes a screen and enters the first compartment, which is sup- 
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plied with hydraulic water as shown. The slime overflows, and 
the sand then drops through a slot into the first sorting column. 
The heavier material drops through G and passes to the next 
compartment, and so on. 

In the Richards Hindered -Settling Classifier (Figs. 149 and 
150) the sorting is effected by permitting the articles to aggre- 



Main Oate Vaive 




Air Obambe* 



Spigot 



Screen-^ ! 



Hatch 




Palsator 
Valte 



Fig. 147. — Richards pulsator classifier (inverted type).^' 



gate in a constriction formed in the lower part of the sorting 
column, where they are subjected to the separating effect of an 
upward current of water. 

Concentrating Tables may in certain instances be used as 
classifiers. The Wilfley table has been extensively used in this 
respect without any interference with its concentrating functions. 
A clear line of demarcation between sand and sUme zones at the 
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Fio. 148. — Section of Overatrom olassifiec." 
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table dischai^e is generaUy observable, and advantage is taken 
of this by dividing the tailing launder and equipping this with 
an adjustable divider to allow for tonnage fluctuations or varia- 
tions in the character of the ore. 

The Dorr Classifier (Fig. 151A) consists of a longitudinal 
trough with inclined bottom and vertical sides, in which numbers 
of mechanically operated scrapers serve to drag the coarser 
material toward the upper end of the trough and expose it to a 
washing action in so doing. The action of the scrapers is inter- 



Pio. 140. — The Richards hindered-settUng claBsifier." 

mittent and the operation is governed by an arrangement of cams, 
levers, rods, and cranks, a combination that produces a slow 
raking motion. A modification of the standard machine — the 
bowl-type classifier — has a classifying chamber {see F^. 151B) 
connected to the classifier tank compartment. The feed is 
delivered to the center of the bowl, the bottom of which is swept 
by a mechanism similar to that used in the Dorr thickener. 
The settled solids are deUvered through an orifice to the classifier 
proper, where the sand is handled in the usual way. Water is 
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added in Uke tank compartment. This insures a rising current 
through the orifice and assists efficient separation. 




Fig. 150. — Operation of Richards hindered-settUng claasifier." 

The Akins Classifier {Fig. 152) operates on the principle of 
the ribbon conveyor with a large-diameter spiral that prevents 



Fio. 161A. — Dorr classifier." 
the building up of solids in any part of the apparatus. The helix 
is continuous for a part of the length commencing from the over- 
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flow end, then double and interrupted. This aids in the elimi- 
nation of moisture in the sand product and assists, by continually 
turning over the material, in the separation of the required prod- 
ucts. The operation of this type of classifier in closed circuit 



with a ball mill, and in connection with which no elevating return 
system is necessary, is shown in Fig, 153. 

The Ovoca Classifier (Fig, 164) works on the principle of the 
screw conveyor. The smaller types are fitted with one screw 
only, whereas the larger ones operate with two screws. The set- 



I'lU. 153.— Akins elasaifier in closed oirnrnt with ball mill." 

tied ore is withdrawn from a small tank by means of the conveyor 
and delivered above the classifier intake level. The finer material 
overfiows around an annular discharge attached to the tank. 

The Federal Esperanza Classifier consists of a aeries of scrapers 
attached to a belt which remove and elevate the settled material 
from the floor of a trough with incUned bottom. 
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The Drag Classifier used at the Inspiration mill handles 800 
tons per day and consists of two 18-in. belts with scrapers at- 
tached. The returning belt is raised to a point above the level 
of the pulp by means of a duplication of the pulley at the feed 
end, a second pulley being placed vertically above the other. 

Classifier Efficiency is seldom determined, owing to the preva- 
lent opinion that the work of the machine may be gauged from a 
statement of grading analyses of feed and discharge. As a matter 
<^ fact such figures are always valueless and sometimes mis- 



Fio. 154. — SiDgle-screw Ovocft classifier.** 
leading except when used in conjunction with tonnage of feed 
and individual discharge. With simple classifiers the efficiency 
of classification at a certain mesh, dividing an undersize from an 
oversize, may be found from the following formula: 

V, = efficiency of classification, 

where t = tonnage of oversize in the coarse product, and t' = 
tonnage of undersize in the fine product, and F — total feed 
tonnage, all per unit of time. An example is given in Table 
LXXXIX. 

Compound-Classifier Efficiency may be estimated in a similar 
way by extending the formula thus: 



100(< + t' + i" +0) 

F 



efficiency of classification. 
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where t = tonnage of required grading in first product, t" = 
tonnage of required grading in second product, etc., and = 
tonnage of required undersize in overflow, and F = total ton- 
nage in feed. 

Table LXXXIX. — Classifibr Efpicibncy 

Plant: Inspiration Consolidated Copper Co. 
Classifier: Model D Dorr, 6 X 27 ft. 
Speed : 25 strokes per min. 
Slope: 2^ in. to 1ft. 
Tonnage feed: 1100 
Tonnage coarse product discharge : 790 
Tonnage fine product discharge: 310 
Separation desired : 65 mesh 

Screening analysis 





\^ ^an 


Coarse-product discharge, 


Fine-product discharge. 






pel 


■ cent. 






per cent. 




+ 28 


32.2 








- 




•- 28 + 48 


39.6 







6 






-48+65 


13.1 


84.9 


5 


2 


5.8 




- 65-hlOO 


6.6 












-100 + 150 


2.9 












-150+200 


1.3 












-200 


4.3 


15.1 






94.2 




, 




100.0 






100.0 



Classification efficiency: 84.9 per cent, of 790 tons = t 

94.2 per cent, of 310 tons = /' 
= 962.73 tons of a possible 1100 = 87.5 per cent, efficiency. 

The Elimination of Oversize from Overflow is sometimes of 
prime importance. In other cases the inclusion of fines in the 
underflow is to be avoided. In either case the simple method 
of calculating classifier efficiency outUned will, if utilized, serve 
to assist adjustment and produce the most satisfactory results 
possible. , 



SECTION XV 

THICKENING, SETTLING, AND DEWATERING 

OP ORE PULP 

Settlement and Thickening of Ore Pulp are generally s3aiony- 
mous phrases. Apparatus used may be considered under two 
headings, viz.: the gravitational, and the gravitational-plus- 
mechanical. Among gravitational settlers may be mentioned 
the conical and spitzkasten types, or simple sloping-bottomed 
vats. The gravitational-plus-mechanical types have an arrange- 
ment whereby discharge is assisted and regulated by mechanical 
means, with either an intermittent or continuous action. 

Gravitational-Thickening Efficiency is governed by various 
factors, among which may be mentioned, (a) dilution of pulp 
feed, (6) condition of colloidal constituents with reference to 
electrolytic coagulation, (c) area of settlers, and (d) depth of 
settlers. Assuming maximum favorable comparative condi- 
tions in these respects, the actual degree of thickening attained 
with a fine product will be proportional to the time allowed. 
Where maximum dewatering is required the intermittent gravi- 
tational-plus-mechanical type of settler will give a product freer 
from water than the continuous machine. The advantages 
of ample allowance in the time factor for sUme settlement may 
be utiUzed without direct mechanical aid, as in the case where 
the settled contents of large sloping-bottomed vats are sluiced 
out with the cyanide solution needed for subsequent recovery 
treatment. Intermittent gravitational thickening is only fea^ 
sible in large-capacity vats. 

The Pulp Thickener illustrated in Fig. 155 is of the intermit- 
tent type and is operated in series. As soon as filled with slime, 
i,e.y when the overflow is no longer clear, the pulp stream is 
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diverted. The pulp in the vat is allowed to thicken to any 
desired extent and the clear water decanted off. An agitator 
paddle, at the end of a square vertical shaft and driven by a 
crown-w^heel gearing through which the shaft is free to move in 
a vertical direction, is then slowly lowered into the pulp. 



D 
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-Clean Water 
Overflow 




Thick Slime 
Diicharge 



Fig. 155. — Pulp thickener. 

revolving the while at about 20 r.p.m., until a few inches from 
the bottom. After a few moments the contents of the vat are 
thoroughly mixed and the thick sludge may be drawn off through 
an appropriate discharge valve attached to the cone at the 
bottom of the vat, 
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The Don Continuous Thickener (Fig. 156) consists of four 
radial arms attached to a central vertical shaft, suspended 
in a flat-bottomed tank in the manner shown, and revolved 
by means of worm gearing at a slow speed. TTie ploughs 
scrape the settled sUme toward the center of the tank, where it 
is dischaiged or conveyed elsewhere. The dischai^e is prefer- 
ably handled by means of a diaphragm pump, as shown in the 




thickener.*" 



cut, whereby loss of fall is avoided and improved results are 
insured. Details of typical practice are given in Table XC. 

The Doit Tray Thickener is an adaptation of the standard 
machine whereby increased settling area is obtained by means 
of a division or divisions of the tank into horizontal compart- 
ments, each fitted with a bottom tray conforming to the slope 
of the additional plough mechanism, which is a duplicate of that 
found in the ordinary machine. Two types are now in operation. 
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The Open-Type thickener is shown in Fig. 157. The Connected- 
Type thickener ia arranged for the separate dehvery of feed to 
each section, and the individual discharge of thickened products. 



Pio. 157. — Dorr tray thickener — open type.'" 

Conical Settlers (Fig. 158) are usually operated in parallel, 
as their capacity is small. Feed is deUvered centrally, and the 
velocity of discbarge of the thickened pulp may be lessened and 
fall required reduced by the use of a gooseneck dischai^. Thick- 
ened pulp flow may be adjusted by means of a Bunsen valve 
operating on a piece of rubber tubing connecting any two eon- 
Tetiient points in the gooseneck; or by means of the regulator 
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Table XC. — Typical Dorr Thickener Practice*® 



MUl 



Sq. ft. settling 
area per ton 
solids thick- 
ened in 24 hr. 



Remarks 



San Rafael, Pachuca, Mex. 



Liberty Bell, Telluride, Colo.. 



7.1 



Batopilas, Chihuahua, Mex. . . 0.6 to 0.9 



Zambona Dev. Co., Sonora, 
Mex 

Nova Scotia, Cobalt, Ont. . 



El Palmarito, Sinaloa, Mex. 



Amparo, Jalisco, Mex. 



Veta Colorado, Parral, Mex. . 



4.5 Tube-mill product, 75 per cent. 

— 200 mesh . Discharge, 45. 5 

per cent, solids. 
Tube-mill product, much light 

argillaceous slime. Discharge, 

30 per cent, solids. 
40-mesh product; 90 per cent. 

passing 100 mesh. 



3 . 1 Tube-mill product. Discharge 
, 40 per cent, solids. 

5 . 4 Tube-mill product, 88 per cent. 
— 200 mesh, ore diabase. 
Discharge, 40 per cent, solids. 
Feed 6 : 1. 

4 . 5 Tube-mill product — pure quart- 
zite, 97 per cent. — 200 mesh. 
Feed 7:1. Discharge, 65-70 
per cent, solids. (Continu- 
ous decantation.) . 

4.9 Tube-mill product — siliceous — 
93.5 per cent. — 200 mesh. 
Feed 24.5 : 1. Discharge, 23.5 
per cent, solids — ^used to feed 
vanners. 

5 . Tube-m ill product— rather argil- 
laceous — 71 per cent. — 200 
mesh. Feed 11:1. Discharge, 
33 per cent, solids for 
agitator. Have settled to 65 
per cent, solids. 
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Mill 



Sq. ft. eettling 
area per ton 
solids thick- 
ened in 24 hr. 



Remarks 



Pennsylvania Steel Co., 
Lebanon, Pa 



Nevada Consolidated Copper 
Co., Ely, Nev: 



2.9 



B. H. Proprietary, Block 10, 
Broken Hill, Australia 



Thickening ahead of vanner 
concentration ; pulp in water. 
Feed 2.8 per cent, solid. Dis- 
charge, 10.6 per cent, solids. 
Overflow, 0.4 per cent, solids 
— extremely fine — which does 
not interfere with using water 
again in mill. 

Each 17-ft. thickener supplies 
wash water for twenty Wil- 
fley tables and occasionally a 
surplus for use as wash water 
on vanners, all without the 
necessity of pumping. One 
thickener (area 226 sq. ft.) 
has a greater capacity than 
twelve 8-ft. cones (combined 
area about 625 sq. ft.). 

Dewatering sUme from lead- 

I zinc concentration mill — 
three 24' X lO' thickeners 
handle about 5000 tons of 
water per day, in which is con- 
tained some 50 tons of slime, 
giving a perfectly clear over- 

[ flow and a thick slime dis- 
charge containing about 45 

I per cent, moisture. 
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shown in Fig. 169, which may be made of 5^-in. round iron. In 
the c^ise where an exceptionally steady flow of ore is received 
by each cone the regulation may be done by means of a reducer 
or nozzle attached to the end of the gooseneck. 



Feed 




Clean Water 
Overflow 



Thickened 
Pulp 



SECTIONAL ELEVATION 
Fig. 158. — Cone thickener Tuath gooseneck discharge. 

Metal Valves are generally imsuitable for regulating the under- 
flow from cones or spitzkasten. This is due to the fact that in 
throttling the discharge one or more sharp corners are formed 




y^ 



VC::/ 




Fig. 159. — Hose discharge regulator. 



which lead to an accumulation of soUds and subsequent chokage 
of the cone. Stop-valves connected with the apices of cones 
should be of a type permitting no constriction in diameter 
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and should be left wide open during the operation of the 

cone. 

Spitzkasten Settlers *are usually operated in nests (Fig. 160). 
Angle of inclination of cone side depends on fall available and 
character of material to be thickened. Maximum possible slope 
is always advisable. With colloidal material there is a tendency 




END ELEVATION 



.Palp Feed 




PLAN Water Diicharge 

Fig. 160. — Spitzkasten settler. 

for the slime to accumulate on the sides if the latter are insuffi- 
ciently steep.. This results in occasional chokage of the dis- 
charge. Goosenecks may be used in connection with spitzkasten 
settlers in the same way as with cones {q.v,). 

Prism Spitzkasten Settlers are usually in series and are set 
transversely to the flow of pulp. An example of West Austra- 
lian practice^ shows the following dimensions: 
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Size, 111 ft. long by 42 ft. wide; number of prisms, 8; number of orifices 
in each prism, 30; distance between orifices, 3 ft. 8 iiu; division plates be- 
tween prisms, within 8 in. of surface of pulp; discharge, continuous from first 
row — ^intermittent from remainder; consistence of underflow, 1 to 1. 

Details of design are shown in Pig. 161. 

Gravitation Thickening may be carried out in any vat of 
suitable dimensions provided that the bottom slopes toward a 
point of discharge. If worked continuously there is an aggre- 
gation of solids in the bottom of the vat, and its capacity is 
rapidly reduced. By working intermittently and by sluicing 
out the accumulated slime by means of a high-pressure jet the 
apparatus may be operated at a fair efficiency. 



yVttd in Perforated Launder 



Feed 



-*- 



u 



mm 

& 
OB 



Clear Water Overflow 
PLAN 



CROSS SECTION 



Fig. 161. — Prism spitzkasten settler. 



The Ayton intermittent Pulp Extractor, for use with cones 
and pointed boxes, is a device consisting, in the main, of a 
valve the operation of which is controlled by a lever held in posi- 
tion by a spring and actuated by cam movement. The frequency 
and degree of opening of the valve are adjustable (see Fig. 
162). 

Dewatering is a term generally used in the case where it is 
possible to reduce the moisture percentage to a small amount, 
often as low as 5 per cent. This is effected directly by mechanical 
means, by pressure or vacuum involving filtration, and may be 
assisted by heat or compressed air. 
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Mechanical Dewatering of a Sandy Product may be effected 
in either of the mechanical-plus-gravitational classifiers pre- 
viously described. 

Dewatering by Pressure is effected by Filter Presses of the 
Dehne or Merrill types. In the former case the apparatus con- 
sists of a number of frames, usually about 4 ft. square and 
from 2 to 3 in. thick, separated by solid plates with channeled 
surfaces delivering to outlet ports at the bottom of each 




Fig. 162. — Ayton intermittent pulp extractor." 

plate. The latter are covered with suitable filter cloth, and the 
press is closed and the pressure joints are sealed by means of a 
hydraulic ram or pressure screws. Pulp is forced into the hollow 
frames by means of compressed air or pressure pump. When 
the frames are full and the cakes formed, the excess water may 
be removed by compressed air delivered through the filling port, 
or from alternate frames whose outlets have been temporarily 
closed. The press contents are discharged by releasing the 
pressure at the end, by drawing apart the frames and plates, 

15 



226 HANDBOOK OF ORE DRESSING 

and by dumping the cakes of material into cars usually niumng 
on tracks below the press Soor. 

Hie Merrill Filter Press is only suitable as a dewaterer when 
subsequent treatment of the material can be effected by leaching 
in the press. The shape of the plate and frame is modified to 
allow for the introduction of a sluicing nozzle at the base of each 
frame, which rotates and automatically discharges the contents 
after treatment. Dewatering in this machine is only one phase 



Fig. 163.— Sweetland filter proas.'' 

of an operation which must necessarily terminate with as high 
or higher a moisture percentage in the diachaiged tailing as in 
the original pulp. At the Homestake, where this type of press 
is operated at a h^h efficiency for the treatment of low-grade 
slime, after amalgamation has recovered the bulk of the gold 
the presses are filled by gravity head pressure. 

The Sweetland Filter Press, of intermittent operation, con- 
sists of a cylindrical filter body, divided on the horizontal center 
line into two halves which are hinged together (see Fig. 163). 
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A header is cast along the top half, through which holes are bored 
to receive the filter-leaf ni^^le outlets. The filter is locked by 
means of a series of swing bolts, which are tightened or loosened 
by means of an eccentric shaft. The filter leaf is a circular bag 
supported upon a wire-screen structure which prevents collapse 
of the bag and permits drainage of the clear liquor. In operation 
and after the displacement of the air the filter body is kept at a 
pulp pressure of about 40 lb. per sq. in, by means of gravity 



Fio. 164. — Revolving-drum type dewaWring filter.^ 

pressure, pump, or montejus. The liquor passes out through 
the leaf and a cake is formed. The excess pulp in the shell may 
then be removed and the moisture percentage reduced by means 
of compressed air. Discharging is effected by opening the press, 
and by using a back current of air or steam to dislodge the cakes 
and free the pores of the filter medium. 

Metallic Filter Cloth is an alloy in which nickel generally pre- 
dominates, but may be made of copper, bronze, and other metals. 
This is drawn into fine wires, which are stranded and twisted. 
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The cloth is woven to give the desired texture and finally passed 
between rolls to flatten it and to produce the requisite degree 
of fineness. 

Dewatering by Vacuum may be effected by means of a type of 
Rotary Vacuum Filter such as the Oliver or Portland. The prin- 
cipal requirements of such a machine when used for this purpose 
are: (a) automaticity and continuous action; (6) ample exposure 
to vacuum for drying without vibration or danger of cracking 
the cake; (c) provision for automatic discharge without necessity 
for air blast (which inevitably causes an increase in moisture 
percentage in discharged material by blowing back moisture 
already removed). With the rotary vacuum filter an air blow 
may be used to clear the pores of the canvas after the cake has 
been removed by scraper. 

Fine Material to be dewatered in a Rotary-Type Vacuum 
Filter (see Fig. 164) is first thickened in a continuous machine, 
usually of the Dorr type. Details of the operation of Portland 
filters a^^ the Butte & Superior mill on a flotation concentrate 
carrying 68.2 per cent. —200 mesh are given in Table XCI 
and show an average of under 8 per cent, moisture in the 
discharged product without steam-coil heating. With ordinary 
slimed ore it is practicable to reduce the moisture to from 10 
to 20 per cent, with a machine of this type, according to the 
class of material being handled. In the case of a gold ore 
this permits efficient amalgamation and alkaline treatment, 
previous to cyanidation, without any subsequent accumulation 
of cyanide solution. 

A combination Dewatering Plant for separate handling of 
coarse and fine material is shown in Fig. 165. 

The Shovel Wheel for dewatering sand consists of a number 
of shovels attached to a wheel and which remove the sand from 
a trough. The shovels are usually perforated to faciUtate 
drainage of the excess water and discharge of the sand. The 
Cole Shovel Wheel is shown in Fig. 166. This wheel is 
24 in. in diameter and is fitted with 12 shovels of 13^-in. scrap 
steel. 
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*iixed 



il^ertil 



Dorr or other 
Type of Mechanical 
ClaMifier 




Pig. 165. — Combination dewatering plant. 




FiQ. 166. — Cole shovel-wheel dewaterer,*^ 
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Table XCL — Portland Filter Dewatering Tests at the Butte & 

Superior Mill 





Tim© 


Vac, in. 

• 


Per cent., 

solid in 

feed 


ThicknraA, 
cake, in. 


Moisture, 
per cent. 


Capacity 


Test No. 


Loading, 
min. 


Dry- 
ing, 
min. 


per sq. ft. 

filter, area 

per 24 hr., 

lb. 


x2 

3 

x6 

7 

x8 

9 


H 
H 
H 

H 
H 


5 
6 
5 
6 
6 
5 


22 
22 
22 
22 
22 
22 


61.91 
61.91 
68.18 
68.18 
68.18 
67.18 


H 
H 

% 


9.72 
8.41 
6.89 
5.93 
6.36 
6.17 


972 
672 
1608 
1704 
1392 
1128 



Note. — Tests marked *x' heated over steam coil while drying. Average 
capacity 14 ft. X 14 ft. Portland Filter with feed containing 44.6 per cent, 
solids, 194 tons per day; with feed containing 61.91 per cent, solids, 265 tons 
per day; with feed containing 67 to 68 per cent, solids, 403 tons per day. 
Average moisture in cake, without steam-coil heating, 7.87 to 7.28 per cent. 
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Abb6 spiral discharge, 127 

tube mill, 168 
AirHft, 188 

and altitude, 191 

air volume for, 191 

submergence, 189 
Air volume for air lift, 191 
Akins classifier, 211 
Aldrich three-throw pump,' 188 
Allen cone, 198 

Allis-Chalmers ball granulator. 
Altitude for air lifts, 191 
Analyses, screening, 79 
Angle of nip, 153 
Aperture, mesh, 74 
Apron feeder, 22 
Automatic weighing of ofe, 36 
Ayton pulp extractor, 224 



B 



Balanced rolls, 157 

Ball granulator, Allis-Chalmers, 

Ball mill, Eccleston, 130 

feed, 132 

feeder, 30 

lining, 121 

load, 131 

Krupp, 117 

Krupp wet-crushing, 120 

sizes and capacities, 121 

standard, 121 
Ball milling, wet or dry, 133 
Ball mills, grates for, 133 



Ballow feeder, 29 

Bar-type traveling grizzly, 22 

Battery framing, 103 

king posts, 103 
Bearings, cam-shaft, 104 

roller for tube mills, 169 ^ 
Behr-cam, 102 

Belt-and-bucket pulp elevation, 192 
Belt conveyor data, 10 

elevator speeds, 16 
Belt-elevator speeds, 16 
Belting for belt elevators, width and 
127 ply of, 16 

Bins, ore, 7 
Blake crusher, 85 

diagram, 86 
Blanton cam, 102 
Boxes, mortar, 99 
Bowl-type classifier, 210 
Bruckner furnace, 64 
Bucket elevator 10 

speed, etc., 14 
Bulk reduction in sampling, 31 
Bumper-plate feeder, 28 
127 Bunker Hill screen, 72 

Bureau of Standards, screen series, 
78 

C 

Caldecott cone, 198 
Callow screen, 72 
Cams, 101 

Behr, 102 

Blanton, 102 

lifting surface, 102 
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INDEX 



Camshaft bearings, 104 

damper, 106 
Camshafts, 101 
Cars, 6 

Central feed for pans, 160 
Centrifugal pump, 183 
Chain-grizzly conveyor, 21 
Challenge feeders, 23 
Chilean miU, 135 
Classification of ore pulp, 254 
Classifiers, 197 

Akins, 211 

cone, 108 

Deister, 203 

Dorr, 210 

drag, 214 

efficiency 214 

Federal esperanza, 213 

flood, 202 

hydraulic, 198 

Overstrom, 207 

Ovoca, 2i3 

Richards-Janney, 205 

table, 208 
Clay, moisture in, 38 
Clearance water for pumps, 185 
Clift sampling machine, 34 
Close-circuit system, 133 
Cloth, metallic filter, 227 
Coal dressing, 3 
Coarse-ore plunger feeder, 22 
Cobbe pan, 166 

Combination tube-mill lining, 173 
Compensating weights, 102 

for pans, 162 
Cone, Allen, 198 

Caldecott, 198 

classifiers, 198 
Cone practice, Homestake, 200 
Conical settlers, 219 
Coning and quartering, 33 
Constants for Tyler sieves, 53 



Convertible-type rolls, 157 
Conveyor-beh wear, 10 

chain grizzly, 21 

push, 9 

spiral, 9 
Comigated roll shells, 154 

tube-mill lining, 171 
Corrugation of roll faces, 154 
Costs for milling, 113 
Crusher, Blake, 86 

diagram, Blake, 86 

Dodge, 86 

gyratory, 90 

idler pulley, 94 

Marathon, 94 

Reliance fine, 90 

roller, jaw, 90 

Symons disc, 96 
Crushing rolls, 149 
Custom mills, sampling in, 32 



D 



Damper, cam-shaft, 106 
Dehne filter {H-ess, 225 
Deister classifier, 203 
Denver quartz mill, 141 
Dewatering, 224 

and vacuum, 228 
XHagram, roll, 151 
Diameter, tube-mill, 167 
Diaphragm pumps, 185 
Dies, false, 103 
Disc crusher, Symons, 96 

grizzly, revolving, 22 
Discharge, Abb6 spiral, 127 

height of, 103 
Dodge crusher, 86 
Dorr classifier, 210 

thickener, 218 

tray thickener, 218 
Drag classifier, 214 
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Dressing of minerals, 1 
Dressing of tin, 1 
Driving shaft, tube-mill, 168 
Drop, order of, 106 
Drying samples, 81 
Dry roll crushing, 153 



E 



Eccleston ball mill, 130 

peripheral discharge, 130 
Edwards furnace, 54 
Edwards - Holthoff - Wethey furnace, 

56 
Efficiency, classifier, 214 
El Oro tube-mill lining, 170 
Elevation, 182 
Elevator, bucket, 10 



False dies, 103 

Federal Esperanza classifier, 213 

Feed, ball-mill, 132 

cylindrical mill, 132 
Feed control gates, 18 
Feed to^nage, tube-mill, 176 
Feeder, apron, 22 

ball-mill, 30 

Ballow, 29 

bumper-plate, 28 

challenge, 23 

monkey-wrench, 24 

plunger, 24 

plunger, for coarse ore, 22 

roll, 22 

shaking, 28 

shovel, 28 

spiral, 30 
Feeder, Tremain stamp, 26 

tube-mill, 30 
Feeder for fine ore, 64 



Feeders, tube-mill, 170 
Filter, Portland, 228 
Filter cloth, metallic, 227 
Filter press, Dehne, 225 
Merrill, 225 
Sweetland, 226 
Fine crusher. Reliance, 90 
Fine-ore feeder, 64 
Finger jack, 106 
Fleeting action rolls, 154 
Floating pinion for tube mill, 167 
Flood classifier, 202 
Foundations, mortar-box, 101 
Framing, battery, 103 
Frenier pump, 191 
Furnace, Bruckner, 64 

Edwards, 54 

Edwards-Holthoff Wethey, 56 

Herreshoff, 58 

Holthoflf- Wethey, 56 

Macdougall, 58 

Metron, 56 

O'Brien, 60 

Pearce turret, 56* 

Rapp, 56 

Ridge, 61 

Wedge, 61 

G 

Gable cars, 6 
Gates feeder, 26 
Gear drive for tube mill, 168 
Gibs, 104 

Grading analysis, mixed method for, 
81 
plotting, 84 
Granulator, AlUs-Chalmers ball, 127 
Graphic statement of screen anal- 
ysis, 84 
Grates for ball mills, 133 
Gravitational thickening of ore 
pulp, 216 
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Griflfen mill, 142 

Grinding pan, 159 

(irizzly, bar-type traveling, 22 

revolving disc, 22 
Grizzly conveyor, chain, 21 
Grizzlies, 65 

Guides, stamp-stem, 106 
Gyratory crusher, 90 
Gyratory vs. jaw crushers, 91 



H 



Hammer, swing-pulverizer, 96 

Hand feeding, 19 

Hardinge mill, 124 J 

Heap roasting, 54 

Heavy stamps, 102 

Heavy-stamp mills, 107 

Heights of discharge, 103 

Herreshoff furnace, 58 

Hindered settling, class. Richards, 

7 
Hollow roll faces, 154 
Holthoff-Wethey furnace, 56 
Homestake cone practice, 200 
Huntington mill, 141 
Hydraulic claasifiers, 198 



Idler pulley, crusher, 94 
Impact screen, 69 
Inst. Min. Met. screen series, 79 
Intermittent bucket elevators, 12 
Intermittent pulp thickening, 216 



K 



Kick's law, 49 

King posts, battery, 103 

Komata tube-mill lining, 1.71 

Krupp ball mill, 117 

Kmpp wet-crushing ball mill, 120 



Jack, finger, 106 
Jaw crusher, roller, 94 
Jaw vs. gyratory crushers, 91 
Jones split, 33 



Lane mill, 136 
Launder data, 194 
Leaching vat sampling, 35 

vat tonnage estimation, 44 
Life of stamp-mill parts, 113 
Lift, air, 188 
Liners, mortar-box, 101 
Lining, ball-mill, 121 
Load, ball-mill, 131 
Loss in sieving, 84 
Lubrication for rolls, 158 



M 



Macdougall furnace, 58 
Magnetic pulleys, 21 
Marathon crusher, 94 
Marathon mill, 143 
Marcy mill, 120 

Mechanical efficiency, relative, 49 
Merrill filter press, 225 
Merton furnace, 56 
Mesh, aperture, 74 

screen, 74 
Metallic filter cloth, 227 
Mill load, ball, 131 
Mill, ball-lining, 121 

Chilean, 135 

Denver quartz, 141 

Griffen, 142 

Hardinge, 124 

Huntington, 141 
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Mill, Krupp baU, 117 

Lane, 136 

Marathon 143 

Marcy, 129 

pumping systems, 182 

Standard ball, 121 

Sturtevant ring-roll, 143 

tube, 167 
Mills, heavy-stamp, 107 

stamp, 99 
Mills parts, life of stamp, 113 
power for stamp, 114 
weight of stamp, 110 
Mixed method for grading analysis, 

81 
Moisture determination, 37 

in clay, 38 
Moisture in tube-mill feed, 177 
Monkey-wrench feeder, 24 
Mortar boxes, 99 
Mortar-box foundations, 101 

liners, 101 



N 



Needle-slot punched screens, 74 
Nip, angle of, 153 
Nissen stamp, 106 
Nozzles, porcelain, 202 



a 



O'Brien furnace, 60 

Order of drop, 106 

Ore, automatic weighing of, 36 

bins, 7 

sampling, 30 

specific gravity of, 38 

transport, 6 

weighing of, 36 
Ore bins, comparative cost of, 7 

steel, 7 



Ore-bin gates, 19 
Ore dressing, definition of, 1 
Ore-feed control, 18 
Ore-pulp, sampling, 32 
settlement of, 216 
thickening of, 216 
tonnage estimation, 38 
Ore-tonnage calculation, 181 
Osborne tube-mill lining, 171 
Overstrom classifier, 207 
Ovoca classifier, 213 



Pan, central feed for, 160 

Cobbe, 166 

grinding, 159 

shoes and dies, 159 
Pans, compensating weights for, 162 

stage grinding in, 163 
Pearce turret furnace, 56 
Pebble load in tube mills, 175 
Perforation sizes, trommel, 69 
Peripheral discharge, Eccleston, 130 
Plant, sampling, 32 
Plotting grading analysis, 84 
Plunger feeder, 24 
Plunger feeder for coarse ore, 22 
Plunger pumps, 186 
Porcelain or glass nozzles, 202 
Portland filter, 228 
Power for belt and bucket eleva- 
tors, 17 

rolls, 157 

stamp mills, 114 

tube mills 167 
Prism spitzkasten settlers, 223 
Pulley, crusher idler, 94 
Pulleys, magnetic, 21 
Pulp elevation, 182 
Pulp extractor, Ayton, 224 
Pulp sampler, 33 
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Pulp thickening, intennittent, 216 
Pulp tonnage, ore, estimation, 38 
Pulsator classifier, Richards, 206 
Pump, Aldrich three-throw, 188 

centrifugal, 183 

clearance water for, 185 

Frenier, 191 

spiral sand, 191 
Pumps, diaphragm, 185 

plunger, 186 
Pumping systems, mill, 182 
Punched screens, needle slot, 74 
Pulverizer, swing-hammer, 96 
Push conveyor, 9 



Q 



Quartering, coning and, 33 



K 



Railroad dump cars, 6 

Relative mechanical efficiency, 49 

Reliance fine crusher, 90 

Revolving-disc grizzly, 22 

Revolving screen, 68 

Revolving tip ler, 6 

Ribbed-plate tube miU, 171 

Richards hinderedrsettling class. , 208 

Richards-Janney classifier, 205 

Richards pulsator classifier, 206 

Richards screen series, 76 

Ridge furnace, 61 

Rigid rolls, 157 

Ring-roll mill, Sturtevant, 143 

Rittinger's law, 45 

Rittinger's screen series, 76 

Roasting, 54 

Roasting, heap, 54 

Rocker side-diunp cars, 6 

Roll crushing, dry, 153 

Roll diagram, 151 



Roll faces, corrugation of, 154 

Roll faces, hollow, 154 

Roll feeder, 22 

Roll-jaw crusher, 94 

Roll shells, corrugated, 154 

Roll springs, 155 

Roll tires, wear of, 154 

Roller bearings for tube mills, 169 

Rolls, balanced, 157 

Rolls, convertible-type, 157 

Rolls, crushing, 149 

Rolls, lubrication for, 158 

Rolls, power for, 157 

Rolls, rigid, 157 

Rolls with fleeting action, 154 

Ropp furnace, 56 

Rotary dump cars, 6 



S 



Sample divider, Jones, 33 
Sample from leaching vats, 35 
Samples, drying, 81 
Samplers, Vezin, 35 
Sampling, bulk reduction in, 31 
Sampling in custom mills, 32 
SampUng machine, Glift, 34 
Sampling, ore, 30 
Sampling, ore pulp, 32 
Sampling ore, weights in, 31 
Sampling plant, 32 
Sand tonnage, estimation of, 44 
Screen, Bunker Hill, 72 
Screen, Callow, 72 
Screen, Impact, 69 
Screen, mesh, 74 
Screen, revolving, 68 
Screen series, B. of Standards, 78 
Screen series, I. M. M., 79 
Screen series, Richards, 76 
Screen series, Rittinger's, 76 
Screen series, Stadler's, 78 



INDEX 



241 



Screen series, Tyler, 78 

Screen tests, 81 

Screens, needle slot punched, 74 

Screening, 74 

Screening analyses, 79 

Screening, wet, 84 

Screw spiral conveyors, 9 

Separator, Sturtevant-Newaygo, 70 

Settlement of ore pulp, 216 

Settlers, conical, 219 

Settlers, Spitzkasten, 223 

Shaking feeder, 28 

Shearing toggle, 96 

Shoes and dies, pan, 159 

Short tube mills, 170 

Shovel feeder, 28 

Shovel wheel, 228 

Sieving, loss in, 84 

Sizes and capacities of ball mills, 121 

Specific gravity of materials, 8 

Specific gravity of ore, 38 

Speed, tube-mill, 176 

Spiral conveyors, 9 

Spiral discharge, Abb6, 127 

Spiral feeder, 30 

Spiral sand pump, 191 

Spitzkasten, 201 

Spitzkasten settlers, 223 

Spifczlutten, 201 

Split, Jones, 33 

Springs, roll, 156 

Stadler energy-unit ctirve, 53 

screen series, 78 
Stage grinding in pans, 163 
Stamp-mill parts, 101 

life of, 113 

weight of, 
Stamp mills, 99 

heavy, 107 

Nissen, 106 

power for, 114 

steam, 114 



Stamp mills, Tremain, 114 
Stamp-stem guides, 106 
Stamps, heav>', 102 
Standard ball mill, 121 
Steam stamp, 114 
Steel ore bins, 7 

Sturtevant-Newaygo separator, 70 
Sturtevant ring-roll mill, 143 
Submergence, air-lift, 189 
Sweetland filter press, 226 
Swing-hammer pulverizer, 96 
Symons disc crusher, 96 



Table classifiers, 208 

Tailings wheels, 194 

Take-up boxes, 17 

Tappets, 101, 104 

Temperature conversion chart, 64 

Tests, screen, 81 

Theory of crushing, 45 

Thickener, Dorr, 218 

Thickener, Dorr tray, 218 

Thickening, intermittent pulp, 216 

of ore pulp, 216 
Tippler, revolving, 6 
Toggle, shearing, 96 
Tonnage calculation, ore, 181 
tube-mill, 181 

estimation of sand, 44 

ore pulp tonnage estimation, 38 

tube-mill feed, 176 
Traveling grizzly, bar-type, 22 
Tray thickener, Dorr, 218 
Tremain fitamp, 114 
Tremain-stamp feeder, 26 
Triple spiral feeder, 29 
Trommel, 65 

Trommel perforation sizes, 69 
Tube-miU, Abb6, 168 
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Tube-mUl, diameter, 167 
driving shaft, 168 
feed, moisture in, 177 
feed tonnage, 176 
feeder, 30 
feeding, 170 
floating pinion, 167 
gear drive, 168 
lining, combination, 173 
lining, corrugated, 171 
lining. El Oro, 170 
lining, Komata, 171 
lining, Osborne, 171 
lining, ribbed plate, 171 
pebble load, 175 
roller bearings, 169 
speed, 176 

Tube mills, 167 

mills, power for, 167 
short, 170 

Tyler ratio of screens, 78 
sieves, constants for, 53 



Vacuum dewatering, 228 

Vat tonnage estimation, leaching, 44 

Vezin samplers, 35 

W 

Waste and ore, 2 

Water-actuated pulp sampler, 33 

Wear of roll tires, 154 

Wedge furnace, 61 

Weighing of ore, 36 

Weight of stamp-mill parts, 110 

Weights, compensating, 102 

Weights in sampling ore, 31 

Weights of materials, 8 

Wet and dry ball milling, 133 

Wet-crushing mill, Krupp, 120 

Wet screening, 84 

Wheel, shovel, 228 

Wheels, tailings, 194 

Wheeler grinding pan, 164 
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